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News Notes 
Taken From . 
Other Papers 



^™*****H.********** Unearth Indian 

20 Years Ago | skeletons on the 
in Antioch 
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News from Entire County 
in Condensed 
Form . 



Thursday, November 24,- 1904 1 
Joseph Savago In building a roomy 
kUchen on his bouHO. 



Hasseknan Farm 



Plan Lights 
By Popular 

Subscription 



Wm. P. Sullivan Seriously 
Hurt in Auto Accident 



Two Indian akelolonH bave recent- 
ly been unearthed in a gravel pit on 
The Cabinet of the Bpworth League the farm owned by Mrs. Lena Haabel- 
tlrovQ to Lake VUaa Saturday eve- man Just south of Wllmot. Mrs. Hdg- 
nlng to attend a meeting oC the DIs- eman'a sons Charles and George have 
trlct ofllcera. ' opened a new pit on the [arm Just In 

L, B. Grlce apeht a' couple of days front of their home . They bad a de- 
McHonry has landed a manufactur- last week In Manroo. Wis. |pre88ion about 40 feet long and 20 

The Grammar room of the Antioch feet wide and were about three feet 
public school is now supplied with an In the ground when Charles prying 
organ which made Its appearance on the gravel loose with a crow bar roll- 
last Monday. jed out a human skull. Mr. Hassel- 
L. B. Grlce and W. R. Williams man sent for Dr. Becker of Sllverlake, 



Every Merchant on 
Main Street 



ing Institution which 'gives promise 
of growing into a business of no mean 
proportions, and this, too without 
tho outlay of a nickel on the part ot 
the citizens and only a comparatively 
small effort on the par ott the busi- 
ness men of that city. 

The now acquisition to the Indus- 
trial population of McIIenry Is tho 
Sta 

Chicago 
pany 

last week, at which time a deal was 
consummated whereby they became 
the owners the old creamery building 
In the west end of the city. 



The business club took up the mat- 
ter of street lighting Monday night, 
and after hearing representatives of 
the General Electric company and the 
Central Electric company the club ap- 
pointed a committee consisting of 



have purchased the French property the Salem Township Health ofllcer Robert C. Abt. Chase Webb, George 
nn the west side ol Main street and ' and tho digging proceeded under his Bartlett and W. R. Williams to visit 



the merchants and see If the lights 



on the west 

are Intending to erect a building awpervlslon. . „ , , 

there in the spring. 1 The first skeleton taken out was In could be Installed by popular sub- 



nd^rd man ond l^^^m company of On Monday afternoon about thirty a sitting posture, an Indian custom of jScrlption. 

cago ThrolLla of The co,„. members of the Antioch lodge- I, O.lburlal and the bones were in a per-' Facts brought out at th 
. r^:ereTrM" o^^Monday ot 0. F. drove to Salem and fro. there feet state of P-ervation. Dr Beck f ^r. ^".r!! ^^ . ^ 



The "GOO" club of Grayslakc com- 
posed of 20 ladles, with Mrs. Louise 
Thomson as president, baa purchoa- 
cd a drinking fountain, which will be 
installed in the new park. The 
fountain will bo preaented to tho 
Community club, which has undertak- 
en to beautify and equip the park. 



took the train to Lake Geneva, where i er said there was no doubt about the 
tehy attended a meeting of that or- , skeleton being that of an Indian as it 
dcr. All report having had a very en-! failed to come up to the required 



joyablo time. 



New Recreation 
Parlor to Open 
On Saturday 



Flames against the bleak sky* ris- 
ing high above the background of the 
white snow on the ground, marked 
the passing early Thursday of an old 
landmark, the former "Dick and Dell" 
resort for some time known as the 
** State Line Inn which was destroyed 
by fire Thursday morning. The lire 
began perhaps about midnight hut 
was detected for the first time about 

1:30 a. m. 

John Schmidt, the proprietor, and 
his wife, who wore asleep in their 
beds while the fiamcs crackled about 
them, were rescued by tho bartender 
of the place, Joseph Schubert, who 
came home from a trip downtown In 
Kenosha to find tho Inn in a blaze. 

The loss caused by fire was estima- 
ted at 520,000. 

The old inn Is on the north side ot 
the road, a few miles south of Keno- 
sha near tho State Line road. Dur- 
ing Us history It has from time to 
time excited much comment, and has 
several times been raided. John 
Schmidt, the proprietor of the place, 
has Just completed a now hotel across 
the way. 



Tho opening of tho Hunt Becrea- 
tlon Parlor, announced for Thursday 
(Thanksgiving day) baa been post- 
poned until Saturday, Nov. 29, at 

5 p. m. 

Mr. Hunt has provided a recreation 
center for Antioch equal to any in 



measurements of a white person. Tho 
teeth In this skull were remarkable 
for their perfection. Every tooth but 
one was intact and none were miss- 
ing. 

The second skeleton was discover- 
ed n few days later. The bones were 
not In such good condition and crum- 
bled when the air reached them. 
However, the manner of death meted 
out to this Indian was very apparent. 
Dr. Cocker discovered an arrow head 
imbedded In tho first lumbar verte- 
brae showing that the Indian had 
been shot through the abdomen. Dr. 
Becker has this specimen and tho 



William P. Sullivan, 33, president 
ot the Fox Lake Real Estate Com- 
pany, ID S. LaSallo street and a broth- 
er of Assistant State's Attorney 
Committee Appointed to See Eugene Sulllvan, was found dying 

roar the wreckage of his automobile 
lu front of 5975 Elston avenue early 
M -nday. He died two hours later at 
Idontrose Avenue hosplta. v/Ithout re- 
covering consciousness. 

No witnesses to tho n jcldeut could 
bf found, Sulllvau's machluo hnd 
croshed into a tree Just within the 
Vmb, throwing him to thn street. His 
b- other, Eugene, told po'.lco that tho 
vic'.ira was a careful .ini excellent 
■liiver and that he belleven he either 
rsn over the curb to avoid a speeding 
machine or lost control u' his car. 

George Rice, G20G Ludlan avenue, 
Forest Park, a taxicab driver, saw 
the smashed machine and siopped to 
investigate. Hearing groans appar- 
ently from the porch at the residence 
there, he ran up and found Sullivan, 
bleeding from numerous wounds, try- 
ing to crawl up the steps of the 
porch. Rice awakened Leroy Smith, 
who Uvea ut that place, and they hur- 
ried Sullivan to the Montrose liospl- 
tal. He died, from loss of blood, with- 
out being able to tell how the acci- 
dent happened. 

Sullivan lived with his father. Wm. 
L. SulHvan, and his brother, at 1109 
N. Robey street. Ho had spent Sun- 
day at Fox Lake, and was returning 
home when the fatal crash occurred. 



c meeting 
the cable 
has been laid, and figures show that 
the cost per front foot to th einer- 
chaiits would be about 51.00. 

The estimates supplied by the Gen- 
eral Electric company are us follows: 
25 Union Metal Standards 
complete with globes, capo- 
pies, series sockets and 
globe holders at ?39.75 

each % 993.75 

25 400 candlepower Mazda 

lamps at $2.60 each 65.00 

650 feet No. 8 single conduc- 
tor wire at 580.00 per 100 ft 

1 7.5 K. W. R. C. constant cur 
rent transformer 375.00 

2 lightning arresters 13.80 

1 time switch 10000 



Milk Producers 
Appoint Their 
Own Tester 



Report Bowman Is Cutting 

Price; Arrest Duchek 

for False Checks 



The adjourned meeting of the Anti- 
och Local of the Milk Producers as- 
sociation was held Friday night. A 
report from the committee appointed 
to compare the test sheet with tho 
October statements was made by 
Frank Hahn. 

Mr. Hahn stated that out of tho 135 
patrons at the local plant they had 
compared 86 statements ot patrons 
with the test sheet and found 68 
statements short on the test, and 1 
dollars and cents found a shortage o 
$327.91. 

L. J. Molzahn, a licensed tester 
from Wauconda was present, and 
gave some advice as to how best to 
secure a test. Mr. Molzahu will make 
arrangements to secure a test at the 
plant for the local association. 



52.00 



Mrs. Mamie Oront. 55. of 5201 S. 
Sangamon street, Chicago, died at the 
■Victory Memorial hospital at six 
o'clock last Thursday morning from 
Injuries sustained in an aulomobilo 
accident near Llbertyvllle the prev- 
ious Monday aftornnon fulfilling a 
premoltlon that tho woman had last 
summer in which she declared^ she 
would die before January 1. 1925. 

So strong was her Iiellcf that she 
would die before tho year was up. 
that she selected her casket, paid for 
It. and had it put away for her at tho 
J. F. Eudolkis undertaking rooms at 
4(105 S. Hermitugo avenue, Chicago. 
The jury and Coroner John L. 
Taylor returned a verdict in tho Wet- 
zel and Peterson mortuary that Mrs. 
Oront died from injuries to her spinal 
cord caused by being pinned under 
an automobile. 



, , , , , I hones of the first skeleton on exhlbl- 
Lake county. With a ^-^^^^ ^ -j^ "[^^ Ulon at his ofilce In Sllverlake. He 
building 35x12 . he has "^^-"^^,:!- | intends exhibiting the vertebrae and 

modernly ^^''Z\ '\'''^^ ll\^^^^^^ imbedded arrow head at the next 

three pocket billiard tables and ono^^^^^^^^^ ^^ ^^^^ ^^^^^^^^^ ^^^^^,^^j ^^. 

carom table. „„o,Jclety. It is his theory that these In- 

He has further recognized the need 1 > ^^^^ ^^^^^^ ^^^^^^^^^ ^ ^^^^^^^^^ 

Of comfort and ,^«»^7 l^";*;.";^ ^^^ I battle and were hastily buried. .Clay 
patrons with the InBtalatlon of an up-| ^^^^^^^^^^ ^^.^^^^ ^^^^^^^^^ 

to-date iceless soda fountain, cigars 1^ ^^^^>-^^^^ ^^,^^ ^^^^^^^ ^^^^ ^^^^^ ^ 

"irorthe features of the „ew very dennite hand ^^^^ 
'nnidlng IS Its correct and best Possi-^.I;-^ > .-^^ „, ^^^^ „^,, ,, 

ble lighting effect, that >" so essentia j ^^^^ ^^^ ^^^^^^^ 

i„ an establishment of this kind And ; «« J>^; ^ ^^.^^^^ ^^ ^.^^ ^,„^. 

perfect ventilation Is '^f^^^^^^^ bodies are thought to have 

comfort of bowlers and billlardlBts | ^^^^^^^^ ^^^^ ^^^ ^.^^^^^ ^^ ^,,^ 

Plans are now underway for the ; ^^^^^jj ^wned tho farm for 

formation ot bowling teams -^^ i "^ and .lolin Ganger Sr.. before 
the n.en. and a meeting for >von.en»j > ^^^^^^ ,,^^,j ^, ,,„, 

teams is already set for Monday at- ^^^^ ^^^^^^^^^^ ^^ ^^^^^^^ ^^^^^^^^ ^^^ ^^^ 

recall a burial ground for whites or 
Indians there. 

At present no gravel is being taken 
from the pit but the Hasselman broth- 
ers arc soon to start working there 
and there may bo more skeletons tak- 
en from the mound. 



ternoon at 2 p. m. 



Antioch Section Rt 21 

Taken Over by State 



Ray Walsh, the state highway Pa- 
trolman for this section, received the 
appointment to patrol route 21 from 
Luke Villa north, with the exception 
the stretch within the corporate 
limitB of Lake Villa and Antioch. last 
week. Those instructions were Issu- 
ed from the district engineer's do- 



LOOKS 5 WAYS AT FIVE 

POINTS AND HITS ONLY POST 
Joo Fincutter of Llbertyvllle. em- 
bodies all tho principles of safety first 
last and always which probably can 



d Indicates tho accept- be attributed as tho main reason that 



partmont an 

anco of this section of route 2L 



he mowed down a telegraph post at 
Five Points Sunday .Joo steaming 
along in his Ford truck looked to the 
rear as he came to the five cross- 
roads. He looked straight ahead. He 



Total $1,599.55 

The club looked at the two models 
of posts and the second model called 
for an addition of $GG.25 to this total. 
This is the lamp that was on display 
at the Viegel Hotel last year. 

Tho lamp quotation calls for 40O 
candlepower lamps. A 250 candle- 
power lamp will call for a derluction 
of $21.25 from the estimate. Figures 
were also given for unit transformers, 
assuring safety from any accident by 
a pole being knocked over and charg- 
ed. These units were $23.50 each. 

The Public Service Co.. gave an 
estimate of cost of maintenance as 
follows : 

250 candlepower, dusk till dawn$nG.4n 
250 candlepower. dusk till mid- 
night 24.3:i 

400 candlepower dusk till dawn 49.02 
400 candlepower dusk till mid- 
night 32.67 

This includes the care o£ globes 
and painting ot posts once a year. 

The matter of maintaining the 
lights brought out a statomout from 
Mr. Bartlett that he thought tho vill- 
age would maintain 9 of the lights 
that win replace tho nine lights now 
installed. The question ot maintain- 
ing the other lights will be up to the 
merchants. 

Tho estimate arrived at by the 
club at the $1.00 front foot is derived 
at as following: 

25 single transtormers 625.00 

Cost of material $ 1.599.55 



Hand Crushed in Corn 

Shredder is Amputated 



Henry Hortle. 35 years old. ot 
Gray.slake. had his left hand .^rushed 
late Saturday afternoon whilj "feed- 
ing" a corn shredder. Th.- heavy 
mitten which Hertlo was wearing at 
the time caught In the gears and 
drew his hand Into the cr'isher, cutt- 
ing his t\\'ii fingers off and crushing 
the wrist. Hortle braced him self 
ajiuinst the machine ''n th-^t h^ would 
not be dragged further into the 
shredded and kicked thn clutch with 
his foot stopping the machine. 

Hertel's cries for help attracted 
several fellow workmen who extri- 
cated his arm from the shredder and 
rushed him to the ofilce ot Ur. J. L. 
Taylor at Llbertyvllle. Dr. Taylor ad- 
ministered first aid and then took 
Hertel to the Victory Memorial hos- 
pital where he amputated :he man's 
hand at th wcrist. 



There have been numerous reports 
that the Bowman company has post- 
ed notices to the effect that they will 
receive milk from their patrons on 
the basis of their summer supply, 
and that all over that amount will be 
paid on the butterfat basis. It is un- 
derstood that the association will 
take this matter up and try and got 
the full price for this month. 

This method ot curtailing winter 
surplus will eventually have to bo re- 
cognized i)y the farmers, and will in 
the end work out best to there ad- 
vantage. 

It Is reported that the milk hoard 
will try to secure a $2.50 price for *.ho 
coming month. 



ANITA HUCKER IS TO BE 

INITIATED IN.TO FRATERNITY 
Miss Anita Hucker of Antioch Is to looked to the left, and twice to the 
be initiated soon Into Thcta SigmaPhl ^jg^j^ n^ looked up and then down 
woman's natlouul honorary and pro- ^jj^ij^g ^as coming, going or atand- 
tessional fraternity of the University j„g g^iu^ Bung. He had hit the only 
of IIIinolB. Eligibility for member- p^g^ ^^ the 'Point' and the truck 
ship Includes Junior standing In the panted and groaned under the impact, 
university, pursual ot a major course j^^ ^^.^g ^ot hurt as much as the 
In Journallflm. and presupposes skllL ^^^.1^^ 

in journalistic writing. ■ 

— !&500 FINE FO 

SIO.OOO DAMAGE SUIT | Peter Johnson 



GETTING ICE HOUSE MAKING 

WAY FOR SUBDIVISION 

Another Improvement around the 
lakes is taking place now. The Gett- 
ing Bros.., Ice Houko Is partially be- 
ing Bros., Ice House fs partially bo- 
ments on the land taking place. 

A sea wall Is being installed and 
when complL'tt.Ml will set off a sub- 
division of 45 acres with 500 foot 
frontage. This property will provide 



The Salem Cooperative Products 
Company has gotten under way and 
seem to be making progress. Their 
biggest difilculty is in holding the 
men together. It was reported that 
several of the producers up in that 
section were hauling to Bristol and 
other plants and accepting n $1.90 
price. 



10 front lots of 50.\200 and the pro- 
Labor ?.00.00 I ^^^^^^. ,^^ ^ whole will bo divided Into 

«oT7TT7|lOO lots. 
Total ?2.52!.o;. j 

The total front footage on Main 
street from Johonnott street to the 
creek is 2C00 feet, making a cost of 
practicall $1.00 front fooi. 

The maintenance of lights for the 
250 candlepower for 25 lights, hus- 
tractlng the 9 lights that tho village 
will probably maintain, leaves 16 



CORONERS JURY PRONOUNCES 

MRS. STARK A SUICIDE 

Mrs. Stark, wife of Walter Staik of 
Area, a former deputy in the ctilco of 
Sheriff Ahlstrom, committed suicide, 
according to a verdict of the coron- 



LlburtyvlUo. Lake Bluff and the ter- 
rltory between them along tlie Liber- 
tyvillo branch of tho Chicago. North 
Shore & Milwaidiee electric line are 

undergoing some interesting develop- „ , 

mcnts with the stage apparently sotLgainst Louise Kynoch. of Lake For-i^-mj McQuoeney detectives. Tuesday 
for still bigger things to come. est, by Peter W. Newhouse, public pleaded guilty to charges of vlolat- 

admlnistrator, for tho death of Jas. jj,p tji^ prohibitory law and was fined 
Sage. Lake Forest police ofllcer, who jgQQ at Woodstock, by Judge Edward 
was killed just a year ago by tho dc- p ghurtloff. 
fondant's auto. Tho accident occurr-| — — 



lights at $24.23 (dusk till midnight), j er's jury arrived at Monday night and 

R PETER JOHNSON :53ps.2S. costing per front foot per announced Tuesday by Coroner John 

. , .t . -.r ..!,.„. jnn /-indlrnow- L. Tav or. The verdict follows: 

,n. who operated the year abou 15 centB ^O ^-"f',^ '^ J .,^,;^ ^,,,,, „j ,,,3. waiter Stark 



er 25 lights at $32.07 (dusk till mid 

night) $810.75, approximately Sl'was caused by morphine roisoning 



HAS BEEN STARTED ^..i3„,„ j3oat" at Fox Lake, on tho Mc- 

Suit for $10,000 damages was start- ^ Henry county side, and who wasu.^uu, *— -' ;""''";;":"„,;. the ' and to the best our belief, self admin- 
ed last on Monday In circuit court ,„„,ged with having staged a battle cents a front foot Fron this ^^^^^^ ^^^^^^^^ ^^^^^^„ 

village will pay their snare 01 iibuia. [ 



Samuel Insull, tho InsuU corpora- 
tlons and Individuals generally con- 
sidered close to him have been ex- 
tremely active In this section during 
the last year, and this activity Is re- 
garded as significant throughout the 
territory affected. 

U Is considered probnblo that con- 
struction of tho North Shore lino 
northward from Nlloa Center to the 
junction with the Libertyviilo branch 
west of Lalie Bluff may he under- 
taken sooner than the announced 
plans of tho road would indicate, pos- 
sibly by next spring after the exten- 
sion from Evanston to Nlles is com- 
pleted. 

In Llhortyvlllo tho purchases of tho 
InsuU interests have aroused consid- 
erable ispeculatlon^and tho report has 
long been current that tho North 
Shore lino contemplated an extension 
northward from Area, tho present 
terminus ot tho Llbertyvllle branch, 
■.-..to tap the 'lake -region .of northern ly 
" ilnois arid aou'thdni'WiBc^nsIn; J-'^ v. 



ed at the corner ot Washington and^^^^jp^^L LAKE COUNTRY 
noaomary roads. CLUB HOLDS DINNER 

~ The Channel Lake. Country Club 

FATHERS NIGHT AT P. T. A. iiqUI an Informal meeting and dinner 

MEETING MONDAY NIGHT jut the Hamilton Club Tuesday night. 
Tho Parent Teachers regular 'Affairs of the club were discussed, 
monthly meeting will be held on Mon- . ■. — = 

day evening. Dec. 3, at 7:45 at tlie ♦ »*< >»<»»» »• 

Grade school. Program. "Boy Scout t 
Night," In charge of Mr. Pollock, tho ■ 
scout master and Mr. Stanton, assis- 
tant scout master. This being fath- ; ; 
or*B night all the fathers and mom- \ 
bera are urged to bo present. 



NO EXCUSE NOW TO 

DRIVE WITHOUT LIGHTS 

Kano county motorcycle traffic of- 
fleers now carry a supply of light 
bull>8 for all types of automobile 



KEULMAN'S RADIO SHOP 

LISTENS IN ON EUROPE 

Tuesday night tho Wm. Keulman 
Radio Shop tuned In on Europe with 
Ian Oriole and listened to tho weather 



Duchek Tai<cn Into Custody 
Charles Duchek, who took over 
some of the milk taken away from 
the plant at Lake Villa, when sellers 
refused to pay the association price 
was arrested in Chicago Saturday 
and taken to Waukegan on a charge 
of issuing a largo number of fraudu- 
lent checks. 

Among the many complainants are 
Dan, Herbert and Ed Sheehan. Wal- 
ter Dibble and A. H. Plerstorff, all ot 
the Deep Lake district, Antioch town- 
ship. These men alleged that ho gave 
them worthless checks totalling more 
than $500. 

According to the sheriff's office 
there are reports of other deals. 

Duchek has been purchasing milk 
and cream from the farmers ot Lake 
county. He claims that he had made 
arrangements to borrow $5,000 in 
Cliicago. and that upon tho strength 
of the loan he Issued the checks ex- 
pecting to deposit the borrowed 
money by the time the checks were 
presented for payment. However, 
the lender turned him down and now 
he is in jail. 

He has put up $500 with tlie sherlft 
and expects to he able to settle with 
all those who have preferred charges 
against hlm» when he arraigned. 

Duchek claims that he acted in 
good faith and that none of the dairy- 
men who hold his checks will lose 
anything. 

He was taken to Waukegan by the 
Deputy Sheriff D. A. Wealo late lust 
Friday night. 



England, broadcasting station. 



headlights. When a motorist is found ^ j.^,j^^jj.j. ^j.^,^^ j^^^^^^ through a London, 
driving in that county with a head- 
light or tall light out be is given an 
opportunity to buy a new bulb on the 
spot. If he refuses he Is arrested. 



H. R. ADAMS LUMBER CO. 

OCCUPY NEW OFFICE 
Tho H. H. Adnma Lumber, Company 
moved into their now oDlco In the re- 
modeled Bd Turner house on Depot 
'street the flrat of tho week. 



Our Invitations to the Movies 

Each Wednesday evening The Antioch News will presimt tickets 
to Uio names announced below. Clip the notice and present It 
at tho theatre stated. It will bo j-our admission UckeL 
WEDNESDAY, DECEMBER 3 



EAT TURKEY SLOWLY IS 

THANKSGIVING ADVICE 

"Take plenty of time to eat your 
Thanitsglving dinner, eat as much as. 
you require, but chow twice as long 
and eat half as much as usual," Is the 
i summary of the weekly bulletin of 
' the health commissioner. 
j "The stomach has no tooth. It is 
1 a good slave, but talks back when Im- 
j posed upon by Indlacretlona ot dlot," 



WILL CONDEMN FOR 

ROUTE 22 IN HALF DAY 
Condemnation proceedings In order 
to get a right of way from Lake Zur- 
ich to Waukegan road for B^uto No. 
22 will be started soon, according to 
Charles E. RusseU, county superin- 
tendent ot highways. Most of tho 
property owners along tho proposod 
route have signed up but the resi- 
dents in Halt Day are. making rxcos- 
sive demands, highway ofilcials be- 
lleve. Work on tho road Is to be be- 
gun next spring. 



Tho Antioch News invites as its . The Antioch News Invites as Its ^ says tho commissioner. Moderation Is 
Buests Mr. ond Mrs. Wm. Evans to EUOBts, Mr. and Mrs. Tracy Davie to , urged as a means to obtain greotost 
witneflB Wodneaday'B presentation of wltnofls Wednesday's preaontatlon of • food value and enjoyment out of your 
"Tho Dangerous Maid" at tho Crystal "The Next Comer" at the AnUoch meals ot all Umes as well as on 
theatre I thoatre. iThankBgiTlng day. 



MRS. POLMETEER TO SPEAK 

BEFORE THE WOMANS CLUB 
Mrs. Polmoteer will speak before 
tho Woman's club Monday nftornoon. 
Her subject will bo, "Child's Wel- 
fare." Kvery mombor 1b urged to be 
present. 
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e Congratulate Mr Hunt ?" *""' progressiveness in giving Antioch a 
wish him the best of success W*»fato»i . Y. . beautiful up-to-date recreation center. We 

building of this new ^^^S;/.!:^^rAr^l,t:Tj;jll^°^r^' '"^^ "»" ""^ -'*™' ^'^ ™ *« 

"^^'^'^^^^^^■^^^^^'^^^'^^ & COAL COMPANY 

^MiUlttTtfhntnntiiiiHIi f i -ii r ii i w ' ni i i h i .i 




We Congratulate Mr. Hunt 

On his ne^v venture in giving Antioch a strictly up-to-date recre- 
ation center and his installation of the Electrically Refrigerated 
Fountain A revelation is in store for you. Ice Cream seJd ft^!^ 
our new "Liquid" Mechanicold soda fountain is different It S 
never soft or g,-ainy. It is always perfect in texture and flavor 
Kept m uniform, perfect condition by Automatic Electric Ee- 
fngeration (No ice). It not only improves the ice cream, but the 
service also. Ask to have it operation explained to you. 

THE LIQUID CARBONIC COMPANY 



r^'"^^™'™^'*^*'^^'^^ 



We Congratulate Mr. Hunt 

On the completion of his new recreation parlor for Antioch, and 
his securing of the exclusive rights for the sale of our ice cream 
in Antioch. We know the public will be pleased ^vith it and with 
the sei-vice to be rendered. Hydrox Ice Cream is better bcause 
it is cai-bonated. 

HYDROX ICE CREAM COMPANY 



''^'''®^"'^'^^^®'®^®^=^®^»SE^^ 




'will be open to the public 



,.lj^,',.., |. 'H'H;"„.i|.iiu..,f^x»-| 



on 




ON THE OPENING NIGHT WE WIF r rivp a r^r.t r. ^, 

MEDAL FOR THE HIGHEsTSs^CORE AND A p'^nv" ^°^'^^'' '«^ ^^"^ 
HIGHEST LADIES' SCORE. ^ ^°^ ^^ ^^NDY FOR THE 
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I Congratulate Mr. Hunt 



On his initiative in giving Antioch one of the best recreation cen 
ters in this part of Lake County. I take gi-eat pleasure in the part 
I took in this new enterprise in the installation of all the plumbing 
and heatinf apparatus. I hope his patrons will note the equal dis- 
tribution of heat in this new buiding, 

H. P. LOWRY 



^'™^*«''*''''''™™™^ 
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We Congratulate Mr. Hunt 

On Ihc installation of on,- best srade of blllia,-,] and bowlin, 

,u.pmo„t We a,, sm-e tl,e publie of Antioeh will a,„ r e"! 

.new splendidly equipped .ecreation paHo,-, and we ZZ 

all tl e ,oy and healll,f„, exercise that ean be obtained in a^ 

even.nrs .te..tai„n,ent on .,e bowlin. alley or a„u„d the b^- 

BRUNSWICK-BALKE-COLLENDER CO. 
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Find Morphine 
Caused Death of 
Area Woman 



Cold science, rather. than eoaelping 
tonKUGH Monday bared Jaat Intlrcatd 
tiotall In the homo lite of Mrs. Walter 
J^tark of Area, wife ol the former 
depiUy Bhorlff, when cheraiBls repoit- 
ed that a quantity of morphine hnd 
heen found In the dead woman's 
Btonuich. 

Coroner J. L. Taylor,^ of Llberty- 
ville, received the Information just 
before noon. "Immediately he went 
Into conlorenco with States Attorney 
A .V. Smith. The conference, ne ad- 
mitted, was more or lesa a porsoual 
talk as to what his conduct would be 
In the caae. 

With Oils last bit of information to 
the (lomeHtic tragedy, that, has .found 
dlscusHlon In many county' homea, 
«.'omea the atory of her final lettpr, 
wiltien the day hoCore her death to a 
favorite Bister, Mlsa Frieda Schael of 
Evtinston. 

"Oh. dear, oh, dear, rr.y brain Is 
IJin.lyzcd," ran the laat line of the 
pitifiil note that bequentbod all her 
troaMired ^ifta to th<3 slater. 

Il't letter made no m'jntlon of 
■Walter, the children of her future In- 
tfiuum^-. 

It siJtled. In a pat'ielk- way, that 



Hhe waa sending (SO. drawn from tho 
'.onk iiut day, to n; :. Thla monny, 
fihe wrot*- was hcra, awJ nu one knnw 
Bhe ha i It, The Ilttl'j gifts she had 
coIU'cli'd through her married, life' 
and ruiny nad been gifou by byUlaB 
Schaei. 

"The lf'tter,'*.Dr..riy?o.- said, builds 
up •(.-tii'iin of cirqumatancea.that flta 
w( n *vJth tlib flndiu; of the mor- 
plflne/; ,_ ,, . ,... 

Mra. Stark was found dead Nov. 9, 
lying on tho lounge In her home. Her 
two boya found her. She was fully 
clothed, and it appeared a-i If she had 
JuHt dropped down on the couch for a 
rest. 

Dr. Taylor and hia asBoclate, Dr. 
Penny of LlbertyvUIe hold an autopay 
that day. Tho vital organs of tho 
body appeared normal, and the two 
doctors agreed that the 'deatli cauan 
could not be dlBcovered by them. So 
they turned over tho contenta of the 
stomach to chemists. 

A week went by during which time 
a bottle of poison was found in the 
homo. Quick teats, by the chemists, 
found that this poison waa not in the 
aystem of tho dead woman. They be- 
gan to dispair of finding a cause for 
death, until Monday when chcmlsta 
reported morphine had been found In 
the system. 

The discovery of morphine comes 
as a denouncement to a long chain of 
events, inspired mostly by gossip, a 



few factat then more gosaip. 

Walter, who was the Adonia of the 
aherlft'B forces, had not lived with 
his wife for two montha, waa. one 
rumor. His home, it waa said, was In 
Waukogan. 

Sometimes his boy,"Buddy," a four- 
year-old youngster, Tvho was declared 
the moBt perfect child in the 'county 
by state doctora, came to visit him at 
tho Bherlff'a ofllce. He waa never 
accompanied aa far as the oIDce by 
hiB mother. 

Then came even more hideous re- 
ports. Recently there was a divorce 
pending In the county court, started 



Game&p^^ws 




/lansMdJi: 

Sccrelajy of the 

Icdaated Spottsmei jDlinois 



the ofilcers In securing evidence, and 
getting convictions marks a step in 
the right direction. 

Mr. Stratton should be able to make 
an enviable record In law enforce- 
ment during the next four yeara, but 
It Is up to the sportsmen to see that 
I he is Informed of all violations and if 
necoHsary the other law enforcing 
I ofilcers and the justices and courts 
nepresentatlve Geo. A. WllUston, of Lijouij know that the decent citizens 
Chicago, member of the committee are oppoaed to lawlessneaa and want 
that drafted the preaent Game and ' certain and heavy punlahment meted 



Flab Codes, In an interview, aald that 

he considered the section which pro- 

bra'waukeg7n wo"nmn. 'waUer mad; ^'j"^" ^ Jail sentence for every viola- 



out to all violators, regardlesa of 
wealtli or political Influence. 





Order Your Lumber 
From Us 

Lumber, being one of the 
main items of building con- 
struction, must naturally be 
of the best selected grade to 
render years of service. 

We can supply you with 
just that kind. Any wood, 
amount or size. 

No Job too email 
None too large 

Antioch Lumber & 
Coal Company 

Phone 15 



efforts to locate newspaper men, It 
waa his Intention to keep the story 
out of the papers, It wus aald. It was 
printed. He had taken the woman's 
husband to Elgin a few "weeks- before 
when he was committed there by a 
Jury of doctors In the county court 
when he was found Insane. The wo- 
man made the trip. 

Once, shortly before; he was ar- 
rested in Libertyvllle by Alfred Gar- 
land, motorcycle policeman, on a 
charge of speeding. 

"The woman with him," said Gar- 
land "hid her face. I could not see 
her." 1 

Stark aald, when questioned, that 
he had been on buBlness. The aher- 
Iff's ofilce verified thla statement, but 
did not know who his companion wag, 
at that time. 

Ho severed connectlona with his 
county post a few weeks ago. Stark 
was scheduled to make a trip to 
Omaha for R. B. Morris, charged wifh 
forgery. Some difference arose. There 
.were several stories cropping oiit 
explaining the dlfTerence belweun 
Stark and the sheriff. He called at 
the county clerk's olfico, after a con- 
ference with Ahlstrom, and demand- 
ed ilia full check. 

Stark was a good officer. Ho made 
hundreds of friends through the coun- 
ty during hl.i two years aa a deputy.^ 
He often worked long hours without' 
complaint, and was courageous. Two 
months ago he began to grow morose. 
He seemed to change. | 

Since the ■ death he returned to 
Area. He is there now, it la believed, j 
although the sheriff's ofilce states > 
they do not know his whereabouts. 



tlon, one of the most important pro- 
visions of these laws. 

According to Mr. Willlston this 
puts a moat effective weapon in the 
hands of the wardens when they are 
dealing with the market hunters or 
the habitual violators that care noth- 
ing for a small fine. i 
By a special law every justice of 
the peace waa given jurisdiction in 
all cuKos arising from violation of the 
Game and Fish codes, even to the giv- 
ing of jail sentences. This la also . 
very Important as It ena!)les tho war- 
dens makins the arrest to lake the 
case before a justice of tho peace to 
get a quicker trial and decision with 
lowLT coHts than would lie jjosalble if 
it were necessary to await the action 
of a grand Jury and trial in a circuit 
, court. 

' AllhouKh Mr. Wm. J. Stnjtton Ih 
making every effort to secure affec- 
tive enforcement of the Game and 
FIkIi codes ho is greatly handicapped 
by an insullicient force of wardens, 
nnd tlie lack of cooperation by the 
KporlsiiKiii. 

The ■ spoitsinen are tho persons 
most vllally interosted In enforce- 
ment of tin; Game and Klali laws, hut 
up to the present they have shown 
but little in the way of encourage- 
nient to the wardens in their efforts 
lo secure enforcement. The action of 
the I'^-deraled Sportsmen of Illinois 
in appointing a committee tO' receive 
conipiaints of violations and to aid 



MKWS WANT ADS BRING RESULTS 



ONE ON THE 8ARGE 
An American aergeant in Germany 
learned that the little town In whloti 
he was located had once been the 
home of Martin Luther. Desiring 
more information, be asked a German 
speaking doughboy to get the facte 

from some of the residents. 

A day or so later the doughboy, 
writhing in merriment, went to see 
him. 

"By gosh, that's one on you, sarge," 
he chortled. "That guyLuthor 
you've been asking about? Say that 
baby's heen dead three hundred 
years." 



■/.■.-< fm.t^r •^' 7riv=". j-^WjjAKiJ-jj-?.,.! »l,it,a-iXlV.^^m-*JJ^ 



If You Are Looking for 

Leather Vests 

Boys' Mackinaws 

Sheep-Lined Coats (long or short) 

Men's Suits and Overcoats 

Heavy Wool Pants 

Boys' Suits 

Ball Band Warm Footwear 

Winter Caps for Men and Boys 

Warm Underwear, all sizes 

You can buy them worth the money 

— at— 

I 
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Pass Bond 

Issue for 
New Paving 



$3G5,00l^ for the 
during the 1925 
certain recently 



Look Here, Folks! 




9 



Kill 




A bond Issue of 
providing of funds 

season was made ^^ . , 

when the county hoard by a vot3 of i 
15 to 2 directed the highway coramii- 
aloner and the county highway com- 
mltteo to prepare the proper rosolu- 
tloaa for Buch a bond Issue for the 
concreting of nine miles of the Silver- 
lake-Twin Lakes road from its inter- 1 
section with tho Geneva road south- . 
ward, for the continuance of Uio pav-i 
UiK on the Somers road two miles and ! 
for the entenslon of the paving on 
the liurlington road three miles In ' 
the town of Paris. 

This is the program which was out- 
lined several days ago by Highway, 
CommisHloner John F. Herzog and. 
designated as the Icbs extensive pro- , 
KHim for tlio year. It can be carried , 
on and completed and tho bond Issue i 
will stay within the limit set by law , 
as not needed to lie put to the vote In 
tlie county. This will enable the; 
connly to go ahead with the work 
during the coming season. | 

Tlie board also received a petition 
sit^ned by 35 freldiolders In the town 
of Siilum asliing for the paving of a 
tliri-L'-mlle Kirip in that town and this 
w;iH received and ptiicod i>n file. Thi.s 
strip Is a part of tlie hiKluvny.s In the 
connly that are listed, on t!ie fuderal 
aid system; It the eimnty tio.-rt ahead 
.t!Ul pav<..s tlto hi;4ii\vay, it will uiltoIv 
deprive itself ■of.lho aid which would 
coinu luj ihe tuLur-.t from state and 
:i;(U^vaI fuiiil.^. ""I'iie "^I'l" '^ '-''1*^' "^' 
(!!■"' |iropnso<r ffNUninii :i "f i1m li'jii'.v.'i 




Open 8 a. m. to 5:30 p. m, 

F 





Electric Cleaner 
Now *P° 



Vote tvill find in our Christmas sug- 
gestions on display in this store a 
variety of practical, good looking gifts 
at a ivide range of attractive prices. 



Balance 
monthly 

with 

service 

statement 

FREE 

Attachments 

Save your 
strength. 

Let Federal 
do your 
cleaning. 




Buy 
Now 
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For Thanksgiving! 



1 ii 



I. A. A., To 



V-.., 1^ 
I t 111. 



^Yum! 
' iii^ipkin r* ■■ ' 
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r-m't you ju:^l laistc that 

: , ^--tv fillinfj^-ancl light, 

ii kind Vx'e'rc 

I '..■i".' hostess 

AA fas'i". ;'umpkin 

\\\v Thanksgiving 
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No Convenience Like 
Good Electric Iron 

$"1 00 



a 
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$ -J 00 



•n 



// uwntlt 



Uie 



tui'key. 
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V. ;-m! ■^.h! could i.'in-rn :in i:>r 
/ .■ (;;■>■;■ Mil:! Kli't'i I'roin Ulinni,-; 
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i:cn:iiii'. ntiii:-, upon th:? breakfust on- 
tovtaiiinieiii. 

Souvenirs will be plvnn. 
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Telephone fur nam 2 
Demonstration 
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For Sick'TGcm 
Comfort 
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Large variety of- styles and sizes. Lamps make 
very acceptable gifts. See our display. 

Curling Irons 







foi'. bobbed ; 
marcel wav..; ;',;,. i 
long curls, a^ lo.v 
as 
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60-Wai.t Mazda Lamps - FREE for original 
installation or exchange. Incandescent 
lamps of other sises furnished at greatly 
reduced prices. 
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THEO. ELECH, Dint. Mgr. 
120 N. GiincGce St., W-Tukegan 



G. IVl. GRUMMITT, Serviceman 
?lione Anllocii- 46-W 
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Demand Action 
Against Orgies 
in Roadhouses 

Alleged lawlessneBs at the tarorna 
alonar the South Sheridou. road be- 



Olechna Tells 
Details of 
Sobeck Killing 

Thou. Olochna, -42, who yrns captur- 
,ed.ln Detroit, Mlch.,^ Friday, and la 



tvreen Kenoaha and the wu.l . ', ' ^"''^i ^^^'^r. and la 

.ectlon ot the countryside, aocordlnffA. V. SmltU. Deput/shoritT S 
to reports. The roapeotable resldenta '^""'"'' "'' Detective James Mo 
of that community are domondlnK ' ?f^°'L'"''^ ^"^"^^ S^bock. 47, was 
Bome action ho taken te put an end to 32 at'le Z^^" Vu °'"°'°"' ^"^'=''- 
the almost nlehtly oreiea ,LtJ»'?',^t ^ "'^° '""^ ''"'■«'' """Ple-l 
taxing Place aloh/thatlghwa;. " '" ^.r.'i'^'t^-™-''- I^berty^lUe. 

Humors of rarlous kinds of lawleea- 
acBB are rampant In the community. 
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Potz, Servinjg 
Life Sentence, 



Seeks j^ardon 




GENERAL HINTS 



on the nliht o£ Nor. 8. 

Olochna, who clalma ho did not 
participate In the flght In which Hb 



One Of these rumors deoiaVesZt T Tl '" ""> "«" '" which Hn- 

the taTom. to hust o ou" auywho m ^f 11" "'""' ""'^ "">' «°rico 
may bo "unwolcomj- for L„ '" "" "" ""'^'"' "'«'""' confession, 

or another °°" """°° '" '^•"='' S""=« """"tted he killed 

.°z::\zrTT -'-' '"'''- -- ^"^-^-ertiaTr""" 

IM« Claimed that one of tho "ro^-',„ht bill. Eurico's allowed Tolu. 



Igmati Potz, conrlcted at tho 1932 

March term of clrclilt court in Lake 

County of tho murder of WIlHani C 

Petersen. WInthrop Harbor motor- 

cyclo poUcoman. and aentenced to Ufa 

impriaonment In the stalo penltontl- t« r. 

ary at Jollot. Is aooklng a commuta- DlBBoIrn n »Th?" * " 

tion of Bentonce or parolo. Formal mi. \ tablespoon of rock ealt 

notice at the 1925 January seeflono ure^inTn«? ''°:'"- ^"' ''"* "'*■ 
tho State Board of Pardons was madn I " ""^ ^^''^^' ^^""^^ *«» 'O' 

by hia elstor. Mrs. KathX ^"00^ ' '"" '""^"'^''' ^^^^ '" <=^*^- -^ter. 



otic, 1638 Weflt 18th atroot, Chicago. 
The murder of Peterson occurpd on 



To Keep Vaeea Sweet 
A aprlff of Iry In vasos will keep 



ulara" around the tavern, drew a 
blackjncket and struck tho man over 
the head and then drawing a gun 
ordered him out of the place. This 



slon was that they quarreled over 
sharing the payment for the wine. 

Olechna aald ho saw Enrico atrike 
Sobeck two times with tho are and 

!»>.»« 11... 1 1. ... 



January 13, 1922. Potz and three Chi- ^^^^^ °^ *^^ *' 

cafio companions, Joseph Bradaaeric 1^''^^°*" '° ^^^^ ^"^®- 

Michael Radlch and James Bartole' '"°^ °' ^^^^^ P°^ '" *ater with 

had borrowed an automobllo from a "°^°" ^"* prevent any disagreeable 

Chicago saloonkeeper, and had driron ' 

to Kenoaha, whore thoy Imbibed con- *^"*** ^°^^' F'Ufnace 

siderablo liquor. Bartole was driy- ^^^^^ '° ^°°^ y^"*" furnace. Don't 

Ing tho machine. Just-make a flro and expect your fur- 

Tho speed at which the car was bo-''*'^" '° '^^ **^° ^^^t, 

Ing driven through WInthrop Harbor ' ^' '^^^^ ^° ^^^^ furnace regnlarly. 

caused Motorcycle Policeman Poter- ^' °** °°*' ^^^^° ^oo hard or too 

een to take up tho pursuit. At a °^'°°* 

point near the. Mrs. Mary Durkin ^' *^'^-*.? the ash pit dally. 

farm In South Sheridan road be-' ^' ^°' *°^^ before romorlng from 
~ pan. 



Party Cakes s 

2 eggs. 

1 cup of light brown sugar. 

H cup flour. 

M teaspoon baking powder. 

% teaspoon aalt 

1 cup nut meats. 

Method: Boat the eggs together. 
Add augar. Then, flour in which the 
baking powder has been sifted, also 
ealt; stir all together well. Dredgo 
nut meats and add to cake; bake In 



for them. 

! Keep before the hens at all tlmea 

(a) plenty of freah water; (b) limo- 
. stouo of oyster shell; (c) one of tho 
following dry raaahoa: 

Mash A. — Equal parts of com meal, 
ground oats, middlings, bran, tankago 
or meat scrap. 

Maah B.— Bran, 10 lbs., middlings, 
lOlba., tankage, 6 Iba. 

If you are feeding nklmmed milk, 



„„„ „„„ ^„ uuitu, uano in " jou are lecamg SKimmcd milk 

Hmall muffin pans. This makes 24 iali gallons of milk consumed may re- 
little cakea. ni»A«fl»„ •_ _- -__,__ .. .. 



tweon Zion and Waukegan. the officer 



drow up close behind the speeding °**'°'** shaking a low fire be sure 

car. lyour fuel has caught. 



^^ IS said, has been sported .p.^I^—uTt^-ar Z 
t^a taxerns.' On': T^ll L°r ° "! '» ?!?-•" "I"^ "o ""P-'tly 



the Urerns. One of tho party was 

dressed an a wild went cowboy and In 
keeping with the costume had a hol- 
ster and unloaded revolver. This was 
the cause for a scone when he enter- 
ed the tarern as ono of iho so-called 
"houBomen" niahed him for the gun 
and refused to return It. 

Another rumor, whl'jh could not 
be entirely substantiate 1. declared 
that It was almoat a nightly occur- 
rence to Rce liquor doliverod under 
i-nxer of darkness, Ono story tolls 



ruHhed from the place before Enrico 
loft. This does not correspond with 
Enrlco'a story, who stated the Ole- 
chna apparently spent tho remainder 
of the night In the houso because ho 
saw Olochna leaving next morning 
with a violin under his arm. when ho 
returned after roaming tho streets of 
Liberty villo. 

It was at first hollovod the man 
had boon murdered, and that the mo- 
tive was robbery, as Sobeck had ex- 
Docted to withdraw considerable mon- 



how tho "nightly Hunply ' sever- 1 ZZ T ^'^"'^^'^^ considerable mon- 

ago was left b; a^i/uck man^; ya ^^ To;''':^ d7"'^ ^'^^^ '^ 

In the rear of one of tU-^ taverns A 'send 7nln T.. "^^^^^ expecting to 
lauor party who happened to be nP.f ') m ^^"^ '"^°°^ ^° ^°>^"*» ^o 

b. matched .he in^^.iro^Te^In ^^r^^^^^^^ 



Suddenly there was a roar and a ' ^' -^^^^^^ Poko a hard coal flro 

spurt of flamo as a shot gun was dis- ^^^^ ^^° bottom. 

charged through the rear window of ! ^' ^^^^'' "^° ^^y oiploslvea, kero- 

tho machine. Petoraen, hla body rid- ^**°®' ^*'*''°^*°a or turpentine to otart a 

died with shot, slumped from his mo- 1 "^"^ ^"' 

torcycio and fell Into tho road. 
Tho four men In tho vampire car 

escaped to Chicago v but eventually 
wore apprehended and brought to 
Wnukegan for trial. 

Bartolo awore on tho witness atand 
that Potz, who had boon sharing the 
front seat with him, had ordered him 
to Blow down tho car as tho police- 
man nrrivorl close behind thorn, and ' 
then standing up had flred through 
tho glass window in tho rear. 



Hint for Frying Egga 
To fry eggs so that thoy look nlco 
Is not as hard aa It 'a'eoras. Molt a 
small amount of fat, leas than ordin- 
ary. In frying pan. -JPouy" Into edgeof 
pan a aniall "amount of hot water. 1 
tablespoon to skillet; break egg Into 
a saucer, slldo Into pan. cover closely. 
This Is much quicker than poaching ! 
and tho good appearance la certain. 



COOKING AND BAKING HIN,T8 

Wamos 

2 cups of flour (alftod.) 

4 teaspoons of baking powder. 

% teaspoon of salt. 

1% cupa of milk. 

2 eggs. 

1 tablespoon moltod butter. 
Llttlo augar (Y^, of a cup). 
Method: Mix dry ingredients-add 



NO EGGS TODAY 

The balanced dry maah hoforo the 
hena all the time is tho biggest fac- 
tor In egg making. "No eggs today" 
will bo your answer on the phono if 
you do not feed your hens proporlv or 
have good housing and ventilation 



placeflvo pounds o( tankage. If tho 
Hock dooB nut connume six rfnilona 
but instead It cnnsumes only an aver- 
ago of throe gallons then wo must 
retain In the ration 2% Iba.. of tank- 
age In Mash B. 

Feed scratch feed In litter, feeding 
more In evening (In time for tho bona 
to H'^Iean up before dark) then in the 
morning ao as to induce the hens to 
oat moro rauah during the day. For 
100 hens feed dally, a total of 10 lbs., 
cracked corn, 5 lbs., oata and 2 lbs., 
wheat. 



T.N. DONNELLY & CO. 

Lsan and 

DIAMOND 

Brok«r 

plomnnilfi. wntchcji niid bU kindi of 
jewplry tu Ikm than coNt. nt half ibe 

36 North Dearborn Street, Chicago 



When Enrico waa taken Into cua- 
to'Iy the first time by Marshall Den- 
nis Leniborry. that fact waa not 
known to the states attornev's and 
the sberiff-s oraces, and Deputy Tif- 



truck and Investigated to llud a gen 
eroua supply of gin. wlUakey and oth- 
er liquors. It was claimed that iho 
bartender found tho -Hhipni..nt consid- 
crably short on that occaHlon, 

There are alao reports of "narties" ' -inv n„.t n . 7-—' " -=i'"i.> m- 

both of mon and of men and ZnZ CLT /''''^"f*^'" McQueeney spent 
which last long Into tl.c n , ^V 'm T '""^'"^ '""^ ^"^'^« ^"^ 

Into the earlv morniu^ no" dunta o' ' ..f T . '"'^'" ''^" '"^""^ '^ "^^ ^^ 
the district are demandinrtim^^^^^^^^ "'^ ^°""^>- ""thoritles 

thing Should be donet ,utt eTto^' ort!^^^ '^""^"^ ^'"" ^° ^'- 

-^ reign of lawie.ne. o.s^^g =,-' ^ ^.^^ al= 



» : ' ; : ^ '^*^"'"- ' ^"""^ou: «ii dry Ingredlents-add 

hJt 'm^T "'' ^'^"''"" '^"^ ^° "»»''■ tbenyolka Of eggs beaten; then' 
had Imbibed so much wine that he ^nelted butter. Mix woll. Just before ' 

could not remember anything that f'>''nt', add the whites of eggs hoatpn I 
happened In the machine after they stiff. Fry on a hot gridle ' 

left Kenoaha. Wltneaaea testlHud to • — — 



ixtures 



the fact that It waa necessary to car- 
ry him Into tho car. 

The jury found Potz guilty of mur- 
der and freed the other throe occu- 
pants of tho car. Tho court sen- 
tonced Potz to be hung. 

Everything was put in readiness 
for the execution, even to the setting 
up of the gallows in a room over tho 



Pancakes 
2 cupa of fiour (sifted). 

1 *!Bg. 

¥2 teaspoon of salt. 
4 teaspoons of baking powder. 

2 cups of milk, ' I 

2 lableapoons of shortening— lard ' 
or butter. ! 

Method: Mix dry Ingredients, add' 



this 



that thoy had tho right man A 
search wan then started for Olechna 
as a material witness. Olechna was 
traced to Detroit, whore he formeriy 
I was employed, through friends in 
North Chlcauo. 



A LONG, LONG TIME 

Conductor; "iVc been on 
train sevcm years." . »...^ u-niiuoyeu 

Pasaungur: "That 30? Where did ^'"^th Chicago. 
^'°" ^^' "■^ •" I ^f"^-b credit for the capture of En- 

— — — — ^ . iricu and Olechna is due the states at- 

Mall's CatA«*i«h !l''"'^' ';"" ^'^""'^' ''''^'^">'- ^^'^o kept 

• . " , ** nr: u " T- ''"'' '"' ''''' ^*'^*>* '^'"^«^'l that 
MGfllClSie ^".Idowhatwc I'K' two men ha.l (llsappeared. The 

rid your system of Catanh or Deafn^ IT'-'^ '"''"T ^'"*^'^^>*^'^"^* ^^-^ that 
caused by Catarrh. iJeatncss luirico was innocent. 

S<'td by dn.„hu rotors 40 y^rt \ '^''"'* ^"'" '""" '"'''^^ ""' >"'-'' ^^^^^^ ar- 

F. J. CHENEY &. CO.. Toledo, Ohio T '""'' ''"'' *''"' '^^''"^' '•^'''' ^^'^thout 
- - , '"Jiid. The inqufst proh:t»jly will not 



- ,..- „ „^ .„ ^ ,(j„„, o^.g^ ^jj^ mcuiuu: MIX dry iigredlenH .1,1,1 

circuit court room In the court house, beaten egg. milk and last the n 

Attorneys for Potz made an elev- <^'l «»"ortening. Fry on hot grid 1 

enth hour effort to save his life by' Pancakes or walfies are good for ' 

appearing before Governor Small. »^^*-^"W^^«tB. light suppers and Su„dav 

Who was In Waukogan at the timo "'^ht tea. '*"*' 
Por hours the attorneys presented 



their case feverishly. 

Meanwhile Potz Hat in hIa cell In 
the county jail and watched the 
clock off the minutes that brought 
him nearer eternity. At midnight six 
hours before the hour set for the ex- 
ecution, Gov. Small, swayed by tho 
plea for clemency, and the dying wish 
of his wife that he prevent tho state 
from inflicting the death penalty 
commuted the sentence to life im- 
prLsonmcnt, 

There are many among those who 
had an opportunity to study all an- =^ 
Kle.s of the case, who always have ex- = = 



I Cranberry, Apple and Quincee 
Conserve 
2 cups cranberry pulp. 
2 cupa applu pulp. 
2 cupa qnlnce pulp. 
% cnp of Walnut nieata. 
1 orange (juice and grated rind.) 
•1 cups sugar. 

Method: Cook altogether until 

thick. 



We h=.v. a ccnplM. =,ock c the ,.,.est deigns „„d finishes. Spc 
=>al low price on .h.-,in and bcwi h..no=rs, 2. 3, 4 and 5 ligMs 

Get Our Prices and Free Susuestion. 

noor. T.h,e and Boudoir Un,ps w„H hands^^Z tr g.... 
Shades at prices you can not duplicate. Electric Toasters Peco 

Flat Irons. n,„,ers,on Hc.nlers. etc. Ail guaranteed ,or two year, 
Thor Wa.h.ng Mach.nes („,o„t„.y payn,ents). Sweeper Va 
V^cuun, Cieane... t.e woHd. .est. R,,...,. .Hefest .HaLne; 
can buy. Garod Neut.odyn, 4 and 5 tu.e. Crossly hetter-cosTIess 

SUITABLE CHRISTMAS PRESENTS 

P-rCs ^T :' ""'^'"' '""'"'" -"" """> "«"or,es.. 
sam I " "'"'= ^'■"'"' '^°"' "-"<= *° order (see 

bus.ness. W.lmc^tte :.nd G.-.iysl.ike stores. 

write or i^hone for appointment 

ELECTRJC SHOP 



GRAYSLAKE ^' "" '^^""^'"^••'^ 



TEL. 135 




SequoitLodBcNo 827 A F A- A M '!."' '""" '""'' """"-' """•' "'i'' woL.k. '"■«»«<-"• "i" I'ellef tlmt it was not i i 



V - M.uVK ,r""""i'' "^ •''"*•' ""Ml 

h. F(. HL'fiKlt, S.-K'y. K. .S. (JAUUKTT. \Y. il 

TtturMJuj.soi I'udi iiinrilh. 

OUYi: KKULMAN. W. M. 
.III LM 'd ) -i K\ V K (, n V^.-c 



^^"»*^29 Karm^'r's Line 

E. J. Lutterman, D. D. S. 
DENTIST 

(Lofaled with Dr H. F. Beebe) 

Antinch. Illinois 



THE BUNGED MESSAGE 

1 ho new boy's hoKs looked up from ! or pardon, 
a hlip ni' paii.M- on his rlL'.sk and said: 

-Look h'..-n.. son. I can't make head 
"r tail oi- this tflupliuiie message, 
lor rnt- If I can't read it ariLTwards?" 

"Well, ymi .sre. sir," said the new 
I'oy. '■the gtrnf.4 voice wa.s so India- 
tincl." 





■*-»«■«. 



** ■ ♦ ^ 




Nothing Escapes the War's Curse = § 

The man who ran the elevator of = § 

the skyscraper was talking to a pas- 1 = 

Honger. = = 

"The judge certainly did .soak him", f 1 
he said, "ilu .s.-ntenced him to lliree f 1 
year.s and ton days. Now I under- f 1 
^ Htan.i tiiL' thru,, years all right; hut 1 1 
J,wliat the ton days were for I'd like 1 1 
I to know?" = = 

^ "That was the war-tax," said a 1 S 
i quiet citizen who got aboard at the = 1 
I tenth door. = = 
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SATURDAY NITE, NOV. 29th 



—AT— 




Onice Phone 122, Kes. 121 

Olflce Hours: 

10 to n a. m.. 2 to 4 p. m. 

7 to S p, UK 
Except Wednesday evening 

Dn L. B. JOLLE Y 

Eye, Ear, Nose and 
Throat 

Glasses Scientfncally Fitted 

OI-TICE 

Over Pearco's .Drug Store 

Wauiicgan. 111. 




Our supply of Christmas Greeting Cards 
tli>s year are more beautiful than ever 
=""1 the p,-ices are lower than in previous 
years. But, as the supply is Hmited, it will 
be necessary to place your order early 



' — 0- 



You may order as few as you wish or as 
many ,^ you wish - the styles may be 

assorted or all of one Kind -with you 
eason's greetings and name beautifully 

designed to make them most attractive 



-0 — 






^ 



(Pikeville Corners) 

Dancing Every Saturday, Sunday 
and Wednesday Evenings 

PRIZES GIVEN EACH NIGHT 

THANKSGIVING DANCE — Thursday, Nov. 27 
Old Time Dances Friday Nights* — 50c a couple 



1 1 L. G. STRANG 1 1 1 ^^^^^'^''^^^^^^mm^^^m^^ 

Licensed Embaimcr and | I | 
funeral Direcror 
ANTIOCH, ILL 

Both liiinaii .iml Wisconsin 
I.iccnie. 

PHONE 118-rt 

ALSO PAUMEKSLINE 



Stop in and look them over - and get 
you,^ supply before the rushed seas'on 





'^^^m^-,^. 



'^m^ 





PHONE 43 



Publishers of The Antioch News 




ANTIOCH, ILL. 
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THE ANTIOCH NEWS, ANTIOCH, ILLINOIS 



INGLESIDE 

— — 

Howard Wtilah vialted at tlio Bill- 
IngB home aiinduy. 

Mr. Jolinson, Mr. Uhlrlch nnd Stan- 
ley WeUUiiniui visited nt tlio Wolde- 
iniin homo at Long Lake Saturday 
and SuiuUiy. ' 

Henry Stiog caueht a crlpplcrt red- 
wing hlnckblrd of which the children 
at Bcbool took iiicturoH. 

John Schrocdor InBtallod a hot wat- 
er plant In the Wcldcman houso last 
week end. 

John (Bud) Stratton was a ChlcuEO ' 
buHlneaa iiasaenger Monday. * 

A WlHconslu photographer took In- ' 
dlvlduiil pictures of the pnplla oC 
Gavin hiHt Thursday. 

The Camp Firo glrlH hehl a meetliiB , 
at the homo of MIks Uutli Banks Fri- 
day, Nov. 21. 1 
Mr. and Mrs. Melhun and Fred i 
Newman wore gnoslH at the Theo 
Newman home at Long Lake over tlio 
week end. 

Mr. \\'(!id('inan was in Chicago on 
buttinesH .Mrmday. 

The .Misses Dorothy McCluory. 
Berniulini,* Walnh and Bornico Stow- 
ell visited .school Thursday afternoon. 
Mrs. IIliuIov<.:;c and daughter Aninlla 
were ^=h()pph)g in Waukogan Satur- 
day. , , — >» 
The i'alluT-s Night program proved ^^> 
quite a Micco.ss in spile of iuelemonl ■ - 
wcath^-r. Mr. Drysbaok. a scout e.v 
■ eeulivt- from Uuckford was the main 
HpeaU'-r uf ihe cvoning. Others who 
heljiLMl make tliu program \\ t*ueeyii^ ! 
were Mr. Labdon of Kvanntoa, Ml'. , 
Kay in Scotch spocialltes, Miss Vida 
Palnt'T. Mr.s. Ilushmore and dauKh- 
ters MtsH Kdna and Mlris Alice. Miss 



Gridiron's 
"Ace of Aces" 







Illinois Faces 
Clover Seed 
S h o r t a g e 



lUlnoiH faces the greatest shortage 
of clovorseed In Its history and the 
farmers' salvation Is to grow alfalfa, 
according to a statement by the Blue 
Valley Creamery Institute. The 
statement Is based on government 
ligures, Just made public, which show 
' tills year's production to be the low- 
est on record, 

rroduetion was poor In 1023, the 
total in the state dropping from 31fj,- 
000 bushels In 1922 to 128,000 bushels. 
This year the production Is only 110,- 
JOO bushels or 80 per cent of last 
year. 

The crop report just Issued shows 
that the total production of clover- 
.seed in the United States this year U 
.istltnuted at 817,000 bushels as com- 
pared with 1,100,000 lust year and a 
Ilvc-year average of 1,010,000 bush'jJs. 
Last year uppro.ximately 21,000,000 
pounds of clovorseed were imported 
to make up the dellclency in America 
ijut Europe has a shortage this year 
ilso and probably will have Httlo 
clovorseed fur the United States. 

lied clover seed prices already are 
h.ijdi and an; llUoly to go higher, 
i-'ortn (lately, boih alfalfa and sweet 
/Invr have jirodueed larger crops 
Jhun usual this year, aUalfa bi-ing one 
iliirri largi'r, so farmer.^ of the nation 
are urg(Ml to ^-eed with alfalfa. It 



A "Water-Lay!" 



Football (;:;pc;-L; of- l!:0 eounlr;- aro 
unanimous in thtir choiee of Harold 
"Ucii" tiriinge for a place on their 
mythical Alt-American leums. And 
, rightfullv HO for the University of U- 
Lanf;bein pianoist. and Mr. facracta, ^^^^^^^^ ^^^^ ^^ wUhout a doubt the 

vioIinlHi. , , „ , 'greatest player on the American grid- 

Fred Newton is on the sick list. ^^^^^^ ^.^^^.^ ^^^^^ ^^.^^.^ ^^^ ^^.j,,-,, j[,.^l„„ 
The Misses Kmiiie Uejeck and Mar- ^^^^^^ ^^^^^^^^^ Kckersall. Neither the 
ion LumlK-r were week end Kuests m ^^^^^ ^^^ ^^^^^^ j^_^^ ^^^^^. ^^^^^^,^ ^^^^ j„„^ 
the Misses Fauliae and Dorothy Mc- ^- -^^ ^^^^^ ^_^^^^ compare with this won- 
der oV the season. 

Grange won an All-Am-rlcan posi- 




STEPPING AHEAD OF 
THE BANK CROOK 



day more than 95 per cent, or luw 
buBlness of the U. S. 1b transacted by 
the use of chocks or other credit in- 
BtrumentB. That means about six and 
one-half bllUon checks will bo wrtttea 
by bank depositors In this country 
during 1924 and they will total about 
$500,000,000,000 in amount, or one hun- 



Bankers Association Official' area times the money in circulation. 



Gives Rules to Foil Criminals 
and Avoid Loss. 
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Cleery. ' 

(lirurge Schwahn who has just re- 

tnrne<I from St. Louis, spent Sunday 

wiih his mother Mrs. Zwenz. 

Mr. anil Mrs. Lariman of Chicago 

were guests at the Zweng farm last, 

week end. 

Mrs. retu Langbein attended a P. 
T. A., meeting in Chicago Thursday, 
November. 20. 

Viola Dalzlel visited relatives and 
school in Waukegan Thursday. 

Miss Helen DecoU was an Antioch 
visitor Saturday. 

Fred Newton and his mother Mrs. 
Newton motored to Waukegan Frl- 

'nenry Stieg, Jr.. was on the sick 
list several days last week. 

Mrs. Frank Uimber was a business 
visitor In Waukegan Saturday. 

Miss Henrietta VauMlnnen and her 
mother were in Waukegan Saturday. 

John Schoralnger was in Chicago 
on business last Saturday. 

Friends and relatives received the 
news of the death of Mr. Kddie Taujl 
of Cicero Sunday morning. The 



As attractive as the most beautiful 
water-lily that ever bloomed. That's 
what natives of Tampa, Fhi., still 
Ihiiik of Miss Virginia Mcltae— their 



By JAMES E. BAUI\1, 
Manager Protective Department 
American Bankers Association 
The direct cost of all crlraee In 
this countrv hits now reached Its 
hlgheBi peak Statistics reveal start- 
ling Increases In nearly every type 
' of crime diirlnir the past ten years 
i The total (liPinclal loss tbrougb the 
! operations of crtmuuils Is estimated 
' at more than $3,500,000,000 for this 
' year. A few uf the items follow: 

i . > . X 12O.000.OO0 

! c'rf'h- ('ii'"!- 

1 Bur^lfiry Inrccny. and petiy. 

I iht't'f* 1 ", ■ ' ' 

i Porg'-ry. inclinllnf: worthloss 

\ SyaiM-.rt I■M|.I,L•^I.•^ nlrriclts 

tim) tu^toriis frauds 

Hallr-ijiil lhi-n» . 

1 InsiiiJincf f minis 
. ArHun 

I am frlvinK eohl r.surr-s. not to star 

tie any one nnlesf- II l»e toward more 

' e.xlPMne care In handling and safe 

' gnurdluH funds and viiiuables Riglii 

■ here lot me quote rulei^ to help foil 
'' criminals Itnown as- **clK-ck passers" 
' or "ULTah-biT'^"; ihey will help you to 

■ avoid sr-noufl lo.ss: 

I 1. Nt.'Vfr wrltp cri.M-ltR «-lfh a pennU 
' Ut-e l"--n :ind Inli ur. if ii<;^=sii.l.!. a cht-.U 

nrtjti.'c'iiir 
: 2. y-M In hII lil»fik fiii:u'f3. 
' S Iloii'l .-rap'! ICrrois flioutd tic- cnr- 
' rfct.-.I l.y writlni: :• n-j'.v cVn-ek and de- 

Bticyiii'r-' tlui«f liu-'TifCtiy vvvlU'-n 

4. N^vf^r Biv*.' a t»'.»r.U '-Ii.-;U to a 

ctr:in:;ii ;itiu ti'-v-rr tiuah :i -!rant;i-rf 

:h'' 1; '.vhli"Hf :iii hidtiisfiiKitt wiiicn you 

r» MaUc! c-liO'.'Us payahlp tn "riifh or 
■hf-aifr" otilv \vU»;n you i,ti'^'>n:>*ly i»re- 

-m lll-m :ii y'>lir ti;ii:k Otll.-rwlHi; UJlJi 

tlio tiaiiH- "■ 'If a'^'fi'tiri ytjU init-ad snr.a 
rt-ci'. t: p.-il'iiiont. 
.\'<-v"r iilaco yitiii siL'ii;uur'> alone as 



Banks War on Crooks 
The average bank depositor when 
cpierled as to what hie hank does to 
protect his deposits, will probably tell 
you they are kept In n groat vnult nnd 
that armed watchmen are employed, 
as well as an elaborate nnd elhclent 
burglary and robbery alarm system. 
He may not know that the 2;j.000 
banks comprising the American Bank- 
ers Association have constantly and 
conveniently avallnblo an army ot 
blRbly trained specialists who wage a 
continuous and relentles.s warfaro 
against the bank criminal These 
operatives are within easy reach ot 
any membnr hank. Criminals know 
that if they attack a mr-mber liank 
they are altackiiifr one of the most 
powerful an<l efl'i-ctive protective or- 
canizatlons In exisienre 

Another medium by which hankers 
prevent many llnancial crimen or 
losses is the warnlnps cninlnually 
hro:idca.'t from the American Rankers 
A^'F'Kiation and f(iriy-eU'.hi state 
hank*;rs assneiatlnns Th'-';:e warnluKS 
keep the trap cnn^tT'ntly Ji"t and carry 
mil the Association's plan <if crime 
prevention ua coiitrasteO v.'tih deiec- 
tton. 



RAIN INSURANCE COMPANIES 

DEPEND ON WEATHER BUREAU, unin. m ..m... ...^ '"::"" .'"v" an^a.lnr:/- ^V:nru;rclVclTs' Vou :o 

i„r,.rmi,Hm. on whicli insurance ' city's lovely candidate in the last ^a- ,j^ „^,jj -Xv,!,,. mM.v... or Im-Io.w y.Mir..Kl?- 

Inlormntlon on wuiui tu.-iui.. n. (M„,r P.-mtv Content held na-ur.- tho vv..nlf« -I'Mf riepnfili r.nly" 

comnanies establish their rates for;lioual BaUiiiig '''-'^7> ^*^"';'-^V , . „ "\"'N\A-Jr i-.r^. i.i^n.K . l..-.-k» ii y.,,...^- 

*'"'" , I , c,..,i '.« r-.i- 'is' at Atlantic Citv. X. J. They insist she ;, i,, i^,. „i,..„.„i nay u-ti--tli ot nm.- .tP-n 

rain insurance is liased as tai as ai ^i.lui"ii»- ^-• . - .... V -...,..,. ..tii.'....M m ch.'i:lt tit 



rain insurance is based as tar »\ "y\^" .;"- ^*^V ./..mifnl mprm-iid in TV-m : r u aVc-.unt ' Mm.Vc. lo ch.,.:l< 
nrirtie-.ble upon Statistics of average she is the most beautiful mermaid in ^.,„,/ ,,,„„,,.,.,,., „r at:.?nr 

; ^ it; V ■ m^'larts of the cnun- the land and. regardless of wluH the . Caa.d ,-..r , .«.,.,!,. .von...,., 
hiding the distribution of rain- judges in the national even decided 
ti>. inciuuwih ^^^^ Kioridans remain unshaken In 



American farmers should nt:i In- 
i:re::si.: t!ie!r wheat arreatje for 11t2-l. 
If thf'v increase the aen'ai:p by three 
million acres, as :'is indiesLed' by, the 
rnieii'lon^i tn Seed Wheat Survey" of 
the i-ovfrnmeat. and', nnrmal condi- 
tion!; r)j;aln prevail in oHut w!ioa! pro- 
Ineing euuntries, nn\-i year'-^ wheat 
lanrkei will be glutted and one.' more 
■A'heal prices will be ruinously low, 
The pres'^nt high price or wh-^'iii is 
lue to pnor crop- in niber eimiu.riea 
uid in certain seellons of the T'nifed 
r-ln'.e.s.— \V. M . .Inrdme. Advi^^nry 
•■■mhcil: ^Apriculluml Commission. 
■ n'..:-i(.:it U. inkers Associalitm 



linn last year already, but his playing 
this seaHim was nothing short of 
idienomenal. Partieularly so in the 
Ulinois-Mlcblgan Knnie when he nin 
back the (irst kick-off for a touch- 
down, after receiving it on his own 
live yard mark, lu that same game, 
he registered four touch-downs in the 
llrst twelve minutes of play, each af- 
ter a louK, spectacular run through 
the entire Michigan team— a feat that 
perhaps may never be seen again. 

Grange was elected captain of the 
1II25 gird team at a bantiuet held at 
Urbana last Monday evening. 



yu\x w..ii:-J fi vad.. chv.Jt l.-avii,:; 

judRcs in the national event decKleu, ^vi^tp ,h.^v »n-<v v- ~-*»\\v laUon 



11 -J in- 



l-.il through the veur and for the var- the Fioridans remain uu^si.u...u - , ;Ji,,!i-^*,7; „,^,iTk- cAV.^r'ui huw an^'wW 

Uuis hours nf the day. obtained from their opinion, v-nj^ ^'I'^.'wi.'r/nf li':- mV.u."nr* MiV-'w-m 

, f .1.. \v'..-,tlior lUireau of the Looking at the above picture were .cenit.. 'i ■' on!iti;>r> e.Mt!fl:a mn .*u.m i- 

™ ^uu': l:^^^T^Lx. inClncd .0 a«rco wiU, then.. II shows .„„....;..;.;...•:;>;....,.,, u. ...„> a» , > 

"""',r;f"™:ii:i,,« ..,« a,n«„nt ot ...e pretty MissMcKae cU„l in to j,. s,^..,^^^^^^,^^^uu^ .^^^^> 

novel bathing costume in which sue ^^ jipprnval T{u'> Mn- in«*ri' t*a»i.^ 

*i.^ .1*1*. r»r "Mii;n Tanina" from 'nrr.d i.tv.n -ti^ f'-M -i«*r nir»- 

wou the title of .miss lampa uum ^^ Saf.-Ku.in y.-i* .-l..- k?i >'!JvyMii vou'n 

n Held of lifty other beauteous asplr- 
unls and before an audience of thous- 



'h.r-c 



Dprlrers Coine From 



tnro. 



rainfall that has occurred In a parti- 
cular place during a period covered 
by a policy, the companies also make 
use of the olhclal records of the 
Weather Bureau whenever there is 
a station of the bureau at the place 
in anestlon. There are more than 5,- 
000 Weather Bureau stations of all 
kinds, including cooperative stations, 
in the United Stales, all of which are 
equipped with standard rain gauges. 
However, at the great majority of 



:-f,jt. 



t :nit)t'-y 



ands. 



vour nanii /. f-.'t 

t.i |).-;'>.> • -111' 
ltam^^ twi'-My ii;-'i t!:.- up .r ilt.i-* 
Th^Hf «i.i .-n 111 ''ii-ijily ."hn-:!*! '■•- tl— 
str'>y<>il as n:lM't\u«' vmi' ■■'.•cn;i ti*» *IU 

— btf iivai,.il.lf !'n fiiiii -ti'fii' •);■•■ Vi'U 'fn 

■ iircvc'il tn.3 liv firsi writln-: tl>*- d'-ial. 'i( 

Weather Reports Help In ^ anio..M» A.y,..w'\ ami ii.t-i. cnnimo 

Keeping Egg Basket FuM ^^^^ biMikers' campaitin for avery 

With cold weather close at hand nody to "pay tiy i-hi-ik' has liorne 

farmers and poultrymen can use fruit, it hij^v hj...^.^ -itluHii-jl Uni u- 



Thi? staaller lri{-aliti.:i= are to a large 

.!.T!i'i ihf- rccrui;int: v;rai'nd for the 

■ ■ ■.-•sm*i of, lj!;iikiiig .\ r';e('nt sur- 

■ If- :b»^.'^ ;h.- fr-.ri Ihai ot fl82 

- .: l.'lI .>'■'■■ r- In <he largest 

.- nr llu* I'niU'd Stnies -ItMi nr 00 

' , r:i wrre imrn in the couiury or 

:■ ; n 'fi-.niS. 

' h.- I'l-L* ^enlnr hank'Tii of tarire 

1-7 or apiiroxirn il'-ly li- i>er 

■• tia'l a hl::!i *:i-h'>.d ui ((ill',"-:'' edu- 

n-i The omnia ■;'"i ts r-'asciable 

•'I the '•■mailer Mn'*:rnnm"iti iMrinlod 

' Ml an '■nucatinw ■!irtM'''S fn- ■""■(••■ss 

■ n the bankinn ''■■ ' ' ■\meiivwii liauk- 

Assoelation Journal. 



tVlEETING COMPETITION 

A young matron in whom the shop- 
ping "instinct was* strong, asked a Ger- 
man butcher the price of Hamburger 

steak. 

"Twenty-live cents a pound," he re- 
plied. 

"But," she said, "the price at the 



weather reports to good advantage in 



However, at the great majority "^ ■ ^.^i^ung (.qj-uv Hlumps In the egg 
these stations the rain gauges do ""M^^^^j^^^^^^ ^^^^j^. pj^j„jpy j^ i,,c egg pru- 
nmke a continuous autonuitic ^*^*^°^'*- : ,.,.i.tion of their Hocks, according f.> 



•^STTT'ya-.fc.iU '^ti^vff.VU.^JHiX'^'^-tt-^'M' 



ri^?^riy ■'^'•^^J 




and therefore special arrangements 
must be made with the observers if 
readings are desired for times other 
than the regular hours of- cbscrva- 

lion. 

Wliere there is no AVcather Bureau 
observer available, the company's 
agent and the polic-yl'-tddei joinily 
select a competent person to read, at 
the required time, a rain gauge wliich 



Dr. L. K. Card, Chief of the poultry 
division of the College of Agriculture. 
Moat poultrymen are dependin*/ uu 
pullet iiocks for an income at this 
Hcason of the year and if these lasers 
are subjected to undue eiposure their 
egg production may be affected fur 
many weeks to come, he point-'d <uit. 
"Drops in temperature come with \i 



GCV^R^MRKT 



Kddie Tancl. rents" 

Kerwln and William Stratton J... cents, 
and Mii^s 13. Lane visited at the | 



• DAWN OF KNOWLEDGE 
She: "You told mo. before we 
were married, that you were well off." 
He: "1 was, but didn't know It." 



Walsh home Saturday. | 

The Misses nernadlne and Cleiie- , 

vieve Walsh alteiiiled teacher's meoi- . 

ing at Lake Bluff Saturday. 1 

Mr and Mrs. Raymond Boettcher ^ 

and baby visited relatives in Wiscon- .i-^^ "-^ 

Bin last week. or do from Glen Ellyn to spend Sun- 

Mr. Chas. Bejcek of Inglesido went j^^^ ^^^ ^jj^ j3,„,^j. imme. 
io Chicago Sunday. 1 ^r. and Mrs. H. Schneliler enter- 

Mr. and Mrs. Schroeder visited with i ^^^^^^^_^^ u-\mm\^ from Chicago Sunday, 
their mother at Lonfe LakL- this week. ; ^^^^^^^^ ^^^^^^^^^^ ^^^^^^ ^^ ^^^^^.^ ^^^^ 

Henry Hamm ^''^''f^J^^' uU stolen from his car last week, 
aunt Mrs. Sehroedcr uf Chicago tins ^^^^ ^^ ^^^^^^^^^^^ ^^^^^^ ^^^ ^^^^^^^^ ^^ 

''Tit Merna Leveron. was a Chi- Frhlay on business and returned on 

nav Visiting Marlon Lun;boi Satur-^er to W.nii:..aii wl.eie he is work 
""^-1„ Misses Annett. Minnah.n ; The R.i«k runmy huvo, nuchas,., 

a:;":«o w- c^all',. ...... .«,...ay. • MV. J«>m Wu..h oV I.aK. VMU. was 

M.. at..w.t. -. ■■> Waa.o.a.. o,> ,n |a,n w^^.. ^^^^^^^ ^,^,^^,, „^ 

"";tr".3,;;c:;r";;:a -... k..^^- ■"■■■. t,:'^.. ...^.. ■ ->-'-• -" 



wiuuih I settled weather, especially it l.s \sei. f.i 

,.,. Tl.oy ""ve ..™a,^j. a > ■• -t,.^ ^_ ^^^^ ^.^^___^__ ^^_^__^^^ _^^^^ ^^ ^^ 

surance Association with heautiuaiv ^ ^ ^ ^^ ,,,.^1,,., 

L-rs in New York City, and one of Its 

principal functions is to maintain a 

list nf persons throughout the coun- 




try who are. (pialilled to read rain 
guages. 



Flo: "Oh, Arthur, how pretty the 
moon is tonight. What do you sup- 
pose keeps it from falling'.'" 

Bob: "The beams, I suppose." 



A CLEAN STORY 

Higgs (reading tlie adverllseinents) j 

"Say. what is a guest towel?*-' ] 

Biggs: "A clean towel." 



there is danger of a cold wave during 
ilie night to make sure that the Hock 
is as snug and warm as possible" 

The College of Agriculture will 
send -IS sheep, 45 hogs and six lai 
steers from its purebred iiocks to the 
twonty-lifth anniversary session of In- 
ternalional Livestock Exposition to 
be held in Chicago the first week in 
December, it has been announci'd bv 
H. P. Husk, head of the animal bus 
handry departmenL 



Write lor Illustrated Price List No. T-2, Bailding Plan FREE 






Bathroom Outfits Reduced 

BBlh Tub. Lavalorr and Low T.nk Oosrt Outfit. Com- 
ptclc will. »n nitincs. B.tb Coclii uid F«a- %ttA 
cgla. Sr>n;iM S«;g t'ricf %V*J-t: 

a • 1 ! Sl.Tn.iar.! Calvanucd SO Gal Range noilfT, 

OpeCiaL; \» hi.xa it., aliwjlmcay cnar-dJI "I QCJ 
antccd. Our \>rke iinw. c.*iuiilcte wilU «tau(l.«i> X i .Ai*/ 

GLAZED SASH 

Siiitnl.lc f'lr t>orchcs. hotbeds, etc. S.ish 
Hi ill. tliick, normtinc glass iJ^C 



Try a News Want Ad 




4-*-# ♦^ ♦♦♦♦♦♦ ♦*- 



o 



Ccnevleve and nerna.'ine visited rel. 
utlvos at iMcUenry Sundey. 

Mrs. A. A. Stowell and t;raudduuui»- 



of Mr.Wm. Stratton rri<lay eveuiim. 



;hey VoluniGd to UodJord Balurday.l i 
„,., , , -,,„„. ^ Uuymoml Walsh badj.n Int.resUu.;:^ 

^^ Ml- -md Mrs. Slowell and family at- „„ ;4erIons damage done. 

;:X'::.r" ■" - " '.,^-i;tr:;,^r::,sr 

Mr. and .Mrs. V. H. Crnusadl'J mot- iiital fund this wek. 

I V/iSH TO ANNOtJNCE TO THE PUBLIC ^^ 

That I have purchased the grocery business of 
Mrs. Frank Cox at Loon Lake, and will apprecnite 
your patronage and a visit froin all new customers. 

CHARLES CERMAK 
Phone 255-J2 ■ Loon Lake 



Saturday dpeciaii 

Every'iliing Our Own Products 

LOTUS BRAND 

. 14V2C 

. 20c 






\ 




4 to 6 lb. Smoked Galas 

4 to 6 lb. Bacons 

5 to 1 lb. cam Pure Rendered 

Lai'd . y. 
Pure Rendered Lard in titbs 

FRESH MEATS 

Pork Roast 

Country Style Pork Sausage 




19c 

I6V2C 

14V2C 

20c 



ROOFING PAPER 

IIcaTr Hacli campositioo rwll rfxtfitiR 
lui^ctl iTked per 4^ 1 1 ^ 

SPECIAL 

New heavy slated RoD RooGnR wiih nnil-? 
:.nii ccraenl. I'er roll oJ lOS tfO I fi 

square f«t p^.lU 

In lol5 (rf 12 or more, $1.95 

Pipe ■ml FitUncs. Stan- 
dard 2-ln. Pfpc, Q _ 

por foot •^ ^ 

2H In., 13c; 3 in., 15c 

KITCHEN SINKS 

While jDrcrliiiii, I- 

Circc flint;, wiiii 
ack, fumislicil with 
two nirkfl |ili'.f<l 
faucets ami strainrr. 
Now priiTiI ('ir fi:i;»l 

TWO-PART 
LAUNDRY TUB 

Made o( coiii;iij3i:ioii 
crushed Kr.Tnitc .iliU 
Portland ccincrit, iS 
in. lonR. (TuU-ii lur 
■iiipiDcni vritli scnid. 

$12.50 

Home Braiders! Buy— Daild— Repair Kow! 

■ i £! A G E SI A T E R I a L S^^^ M«t«ri... for u,.,, 

0..16 $ 68.00 

12x18 78.00 

13x18 lOS.flO 

iav20 lISO" 

2Ck20 izd.no 

TIicw! ftro real prircr. rt' 
real Ii:(r(;ain?i 

YOUR INSPECTIO'-i 
IS INVITED 

OPFN SUNDAYS FOR YOUR CONVENIENCE 



32 ill. X 48 iu. Price ead» 

Cut OUT low quantity 
jir'tc. 

CLOSET SETS 

I.'iw l:.nl; style. I'tir- 
tiisliii! Willi wbile Vit- 
rc.mi t^hiiia Hdwl ;(iid 

s:;:;.*::... . $20 

LAVATORIES 

W'Ma- '■[ rcf'i.iiii i-iiatn- 
, '..i. Si...- 17 X 1!) in. 
I'it ed vvllh r;iiKrts 

..p- Tr.i:i, 75c 

SINKS AND 
D!lH WASHERS 

T\''r '■■":! r .1 t ; in p n t 
> i; . f 1 1 urmjif 

J- slifvl ir-'f. ^ 

1;, 1;,. . I-..,, i-.'n- ^""'J'*' ><ri yn 

\:, in. ih^v :t"'t 1- '"■ -^r>H-vr-iT^^ 



,t . 



S6.50 
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THE ANTIOOHN^WS. ANTIOHTT TT.T.mnTc 



•1-l.e ruplls Of the high school en- 
,J >cu two extra days vacation hIUIo "■•K'""«il for a Icngue M,.n,>;;.V.7 



Mr. and Mra. n. D. Emmoius recclv. 

• el congratulations on Sunday, N„v. 

Jth The occasion being their Giith 

^^oildng anniversary, which was 

,<...lotiy celebrated at their home. 

Have you Joined a ladles' bowling 

, earn yet. The new Hunt nllovs are i 

..t racting much con>monl among the ' 

fair sex and several tean.s are belt g 

organised for a league. Monnwhl e 



meeUng held at Champaign. 

ot^L r ,f "■'■ 'l'"'''" «"I'erlnten.lent 
: :' ' ™f" ^""'-™ °'»'r'ct held 



Unimont for immeilinto 



««PPl.v of 
(lolivcry. 






ILLINOIS RANKS 
HiGHINHEALTH 

Has Lowest Deeth Rats of ' 
Any of Big States of 
the Union, 



uurday afternoon wUb mV ^.'^^ '!!":'! ^T^^''^ '^""'^ ><"ou- what Us " L,:;;;;:s\ ^ ""..'^•::'::^ '" "'•'"-•"»: 



; ^^(wxx)l w mlK ^ ^)(lll^) ( | | ) ^ M■M ^ w^ l < 

il Methodist Episcopal | 

i' Church News | 

* * 

Church School 9.453 m 

Service of Worship !lOM5a.*m.' 

Service of Worship 7:30 p.m. 



"Alimony" at Crystal 

Sunday and Monday 



^vhere thev expeet To 1 ''?' '''""'"• ^'''"^''»>- ■''"^■"■oon with Mr IndT'"' ";'»"^'-'-We don't know what 1,1 a I PP^ -s am '"■; """" '" "■•"'-'"•■• 
ter months. "'" '° '""=■''' "- -In-, Ernes. Kau.kner. "■^' ■""■ ''"' .r"',' ">" some kind friend handed «"'.Vi Is Z,l^"u!":± ,'■"""•'""• 

""He a few for our locals. We are '' "^■"l"' 'l^.n „ ™ ,/," k ?„ "i""" 
'"^- in one for your approval ^"<' ^-I-r-.s sl,„ ? ., '^A' ,., ;;"' r"!' 



ter months. 
Mrs. Frank Cook of rhi«« 

, ^:^^!:rCr^"^^^^:^"' 

t.f X^rll^l^e^ttr^T ""^""^^ 
ban game at .he Gratt Park"^ u"'' 
on Saturday. "'^ Stadium 

ten™ d T^'Tf "' "-" •"«" -»ooI at. 

be n";.etr L\-?'''"''°^''^' -'•° ■- 
gam " "' P^'^^™' on ».« 

cago. i^atiinlay ;u c'hi. 

^Irs. Ann Barnstablo is verv ^inw 

w.:;r:n^^r^"^''---^- 

is!:^i;:^ J:"^^:'^- -"^ ^'-„h.or 



Joseph C. James is yerv slrir wu, f ''I''^*^ "^ ^''''' ^°'' °"^ locals. We 
i-eun>onl.. A trained nurse fin Ifl""'' '" "" '"^ '""^ ^^^^>-^-»'- 
^-"lance. "''f.,^'"*'^"^ ^^'"^ and Mr. Uudd of the 

^MIss Helen Smiles of Kenoshi vi«.t *^ **^°'"*^ '^■^'*« *" Chicago on Sat,.r r. 

eathewcekendatthohont:;'; l;^^^^^^^^ planned on aUentg Cl l^ ^."r^'"'''"''' ^''^"^'^ '" ^l.e 

and Mrs. II. a. Radtka. i "^^^ Chicago-Wisconsin football gan.^ then' J-'n? o. i?w/'''' '"'^ *'"'•''-' .v^^"»*.s 

,^lrs. Harold wells and Harold JunJ;;.,,t:7„^ f^^*'. and had orS ^-uH;;^':! 1^^^^^^^ 

tickets in advance, via the Univeraitv i t"'«'"^'li H.ere \^« '^\''"" -^■^■"'•«- '"- 



The rm.nr-r "i^iiiy eliw.'icnt. 

JMP rejinrls shdw the slftte is def.r,ln,l 

|3;nn.hy_andth.Mtisg;.;:.^^^^^ 
roi^" t Is thnr"';''";""""'' *"*"«« '" the 



On Thankflgiving dny there will he 
a services of praise at the church nt 
10;;J0 a. m. 

The Teacher Training class moots 
»t the diurch Friday, at 0:30 p. m. 
The choir rehoarsea at 7:.-l0, I-Viday 
Calendar of Sunday. Nov., 30. 

DMJi a.m.— Church school. 

10:15 a.m.— Service of Worship. 

n:30 p.m.— Orchestra Uchearaal. 

G:^u p.„,.— Young Peoples" hour. 

7:30 p.m.— Worship Service. 

The sermon siihject for the evening 
win ho "Love is Blind." 



ness visitor on .Monday. 

-Miss Ella Ames left "the latter part 
o Im pn.t week for Crystal Falls. 
-Michigan where she expects to 
; •'"^ ^vuh her sister. Mrs. Phehe 
M>.y at th. home of Mr. and Mrs. 
\\ m. btory over Thanksgiving 
Mr. and Mr.s. H. J. Vos wore in 

vi H?" Tu ''"*"''"^' ^"-^ Sundav 
MbUIng with friends. 



"17" 



•17' 



"'"fcKiais nad to ho 
content with reading the scores In 
Sunday's edition. '" 

S-nw', ^'"■' "'"■""'''' "'" ^•otre■Dame 
.WUnvestorn gan.o in Chicago sZ 

It !!°f,' ^':>^""'"'nt 'ms installed 



;^..r: £=■'= ™^'Srri 

imintidn to dUe's well hcin- 
"a.l for a hoglnner. I v,."; ■*-' '''""" '" '"" ""•'-■'■■ l-'c'vlo,^' 



CARD OF THANKS 
Having sold my business to Cha. 



. •■ ^'^'' ''^^^*^" >-ears of husiness. I v ' \, • ^'""'"^ ^^*^'«'^" ^-alled on 

Mrs Fr-.ni- n -^lartin Sunday. 




(•;"• Mrth re..istra.Inn. The rt 
tnlte. States iWrrh U...|.stratIo„ area. 



. The inlmjtahle Booth Tarkington i.s 

coming to town. The author of Pen- 

rod hns endeared himself to all who 

onjoy children just as ihoj-are. AVhen 

'■Seventeen" appeared it was clear 

that Tarkington had outdone himself 

Now "Seventeen" is to he played l.y 

tbe ^onng Peoples" Class of the M 

K. cliurch. of which Miss liauch is the 

teacher. Miss. Hell is the local pro- 

irtncer. The caste will ho announced 

ne.xt week. Seventeen will muko vou 

forget yoqr trouhles. i„ fact vou may 

start forgetting them right now 



! I'^pictlng that strange phase of 
lilgli tensloned husiness and ovcrkev 
.od pleasure which marks tlw lives of 
«o many of those to whom ha.s come 
Huccess In the comiuercial and the 
Hoclal worlds "Alimony." coming to 
I the Crystal theatre o„ s„„,]„j. 
Monday, graphically Illustrates the 
error Into which modern clvllizntion 
bas falleu. Out of all the shallowness 
•""» l'.vsteria of those surrouudlngs 
Irises the tlKuro Ufa woman who still 
H«es in the marriage relationship a 
Bacrutl trust and who refuses to almn- 
'Ion her faith iu her bnslmnd's even- 
Itial regeneration and when Iih, too Is 
Bucked into the vortex and hecomes a 
votary at the shrine of perilous pleas- 
,ure. How she utilizes the usual court 
ITocedure In cases of sepuratlon and 
divorce to .nafoguard not only her fu. 
""•'= 'Hit that of her remiss hnshand's 
I'H well, nmkes a most engrossing 



ANNU'AL BAZAAR 



__J_HE_ COMMON LAW" 

.,_ , ^ Friday, November 28 

HOLDANI OF THE SECRET 
SERVICE" 

Saturday, Nov. 29 

"POISONED PARADISE" 

Featuring Kenneth Harlon, Clara Bow and 
^ Carmel Meyers 

i!!!^!!^^!!l!_!^!LfL^Jl^ Don't miss it. 

Sjinday and Monday. Nov. SO^^^dD^TT 

99 



I I'.vmur and .Mr.s. Joseph Horlon n ! , " ""'""' '""""'^^ "" 

r r;'T' '- '"- "'-» Ci;::™j«^^^^^^^^ 



(1'iv ..., 1 ■». '-"luiigo .A on- 

:tem-Z a' wsu'""" ^'^'"""^■' ^^"" 
Miss Anna Can.plH^II has been visit 
'nKl" Chk..->Ko the pa.st week ' 

-on";;:;:;:,:;.^'"--'^"'-- visitor 

-Mr.s. I-^awcett and grandson will 
pen Thanksgiving and the" w^k 
'-"'1 III L nlcago. 

Mr. and ,,r.s. 0. G.Herem and .Mrs. 
' • ^- ""''■■ ■" Chicago spent a verj^ 
Pleasant Sunday, .Vov. 23 W|th\,? 

h'^^rrhdr.r ''" '"'■" •^'^^- »-'->•■« 

Mrs. Albert Hanke and daughters, 
Llllle, Erma and Betty of AntlocI 
^Pt'nt Friday with Mr. and Ms Geo 
Dean at Wllmot. 

■|ohn Thayer Is quite poorly at this 




fiiinpni-n. 

^'IiH-e 1021 the l.oulth depart mem 

•;;;.. -ma,..] uumy new sorv ee... i I 

";.'"• nmoug tl,e.e are the follow. 

-. Me.Ii.-al exandnatlnn n( n;,,-., 

n ..,,...H .uil,lren:l 

•■rn(li(,.iti,.n campaijin. Imi.ruved the or 

1?„ ' . ■*''"'*^^''' " "'".'^UUltn .Tudlen. 
n i-iov.ment: Inaugurated a saf. 

^aT^Z.^'' "- "-" ^^' 

Jil' rl.w." '''T'-^'^"'- n^'rlod shmllpox 
'i -S3 deaths; nnd the death rale per 
rnn U to ,. si.v now all-time local 

m> ; I . health nur.^s are co-operatln;:. 
ie average death rate iu Illinois 
f r the years imS-IOJO was 13.0. For 

^^ three-year period ;ir,.SOS hnhlt 

";:: " y^"^ old. died: i„ the I,;, 

e Je^'' .1."';'.' '*"'''■' "^ ^'""tafflnus dl.s 



The ladies- of the M. E. church will 
hold Uieir annual, hazaar in the base- 
mc'nt or the church on Thursdav. 
Decemher -Uh. Much hard work has 
heen p,,t into the f.nncy articles that 
,^■"1 bo on sale. Don't overlook the 
opportunity in huying ynur Xmas 
iPrusenls from this heauiiful line "He 
package sale will also h. on hand, 
t rom .. p. „,. „„ a select menu will ho 
served as follows: 

Itoast Chicken witli gravy 

iJaked Ham. Southern stvle 

Mashed matoes - turnips 

Cold Slaw ,t„i,^ 

•^^'">' Pie Cheese 

Tea Coffee 

•Adv. 



..MS m the sutUi during the VflH. 
-as a Chicago iyV;;r"d was sio.OTr.. 'n„rln, t ' 
ay. . 1('-M:UJ i,..rln,i 1, u-,,s r.io-a a In 

n.l Mrs. Clara '^X;''[^'='^^^^^^^ ' 



writing. 

Joseph Flllweber and Arthur Van 
I atten motored to Elgin on Tuesd,-, 
-Mrs Bertha Jan.es Carroll 0^™.' 
-«o s visiting at the home of ™ 
••■'■-^n'". Mr. and .Mrs. j. c. Jan.e, 
•^c-lng called here by the serious 1, .' 
ness of her father. 

Mrs. Carrie Wilton was 
passenger on Wednesdav 

Mrs. Sarah Pullen and Mrs. Clara' 

j took arc- spending over Thanksgiving' ?"' '''■'" ''''"'"" "•" ;-'<'v<.rn„r il,u 
«■! h relatives h, Waukegan. " '""'' "•'" "" ""•nod on and ".,„■,' 

Mr. Mn,l Mrs. JI. p. Lo,„,. 

."Od n,h,„ves from the city for oer 
, nwnlwglvlng. . "^i 

; Halpb James of Rockford was' call- j 
" "■"' •"•-■ "'■•St of the week by tho ' 
"Ions illness of his father. J c 
.lames. * • *"* 

Wm HMiebran,! was a Chicago bus- 
iness visitor on .Mondnv 

„„";.";'■" '''"'"' '■"" "onnan Rosing 

.1. K. Smuch and Harry Bryant of | 
Harrison hon.e over tho week end 



CARD OF THANKS 

n.,'„r'!"'', '^"'■■""' ""^ ™"""'"<^o of the 
Danish lodge for all the llowers sent 
n.e after their annual supper Snlur. 
; »y night. Also all my friends for 
the r w„„|s Of courage, dowers, books 
"many o her good things given me 
during my long iiiness. 

Ella Jensen. 

NOTICE 

Dr. n. D. Williams wishes to Inform 
• Pa.rons that his „„,ce will be u 
•". esldence until the new King 
'""l-ling ,s completed. „e win ,Z 

•'-■"no,,lceonthesecp,.d.nooro 
the new building. j^,^^.,, 



WEATHER BUREAU BELIEVES 
IN LIGHTNING RODS ON FARMS 
Kor more than .,„ years tho AVeatfi- 
er Bureau of the United States De- 
parl«,ent of Agriculture has been an 
™n,,.st advocate of ,he protection of 
I " I'llngs and other properlv against 
l«'"ning by suitable redding. The 
"','7'" '« rrenuently called upon to 
."■ivlse inriulrers concerning ,he pro,,. 
"r methods and materials to ho era- 
i;'o.ve,l. Occasionally plans „re 
< mwn up In detail for the protection 
of Covernmeni sirnciures. In mo 
'Y Wl.ll. House was rodded iter 
Plans and specllicatlon.. prepared bv- 
Professor Marvin. ' 

T" determln.. the relative llabllltv 
* '"7" ""»■"""- '" ".V dan,age Uy 
^""""^'' " «t"".v of lightning lire 
"ss,..s was nuole recently bv the 

jU>ntber nun.au of the miled St.-,te^ 
. n.-Partment of Agriculture. Tlie aver- 

jage annual loss for the Whole United 

t "'?,'" " """• "VT 512,000,000 
«Mel. Is probably a cnn.ervallve flg. 
"- llMnuls has the unenviable 'flrst 
'"■'"' "'"' '•"> "verage annual loss of 
"vor a n,llllon dollars, par, of whlcd 
nn.v 1H> atlrlbuled to Industrial sec 
"""«• Texas Is next In order bt 
canse of Us large area and the pre^ 
^■"ce of highly iulhnnmable oil-slor. ge 
ln.nks. Xcw York is iblrd, for la' 
•sons similar to those affecting IlUn- 

U ral's'la',"" 'IT '"'""'"'' - "-' " 
I ""•" '^'""'s of the .\orth heavy losses 

;■-.-• snifered, especially thro gb d" 

js mctive cylonlc thunderstorn^. ,t , 

I I'-'lilllt.v of farm buldlngs to damage ' ■ 
as small in one state when com; red 

|,V"' """'""■ "'"■"'« 'finally de.s,rnc 
'ye and frequent tbunder.siorms. It la ' 

Jlthtnlng Is more general In the form. 

or state. Michigan, Wisconsin, owa " 
I an Minnesota, are states where It Ib 
|0S n,,.,e„ ihat somewhat more t an ' 

'e:'b;'r::;dir '"""""«""-—■ ■. 



WMS OF ILLINOIS ■ 

• GimXGELLENT MRE 

Management of State Hospitals Ha. 

Not Dsen Criticized In Past 

Four Years. 



St Ignatius' Card Party 

Monday n.ght, Dec. 8th, at 

bqmerville's Restaurant. 

— ___^ I3wl 



jSoiu -Leozity. 
economy ail d a 



A DEFINITION 



Try a News Want Ad 



A staggeringly dramatic indictmenl of fl,« T 
Wednesday, Dec. 3 

"THE DANGEROUS MAID" 

Friday, Dec. 5 V/OLA DANAhi 

"A N'OISS IN NEWBORO" 

How J. 2,VI makes Main Street set up and take 

^'''"jijer ^''^' ^~''"'*='"^ '^'=^" •" "The White 
Soon— Norma Taimadge in "Ashes of Vengence" 
?rer/- " ""^^ ^"^"" '^'^""' ^-^ "Theirgnai 

'^ ^i^^i^rrr -— w'-Tf^^^m-t^ ^-,^^_ 



.,.""""'';""•■ '"•'• 'n the .Mate hn.spl. 
. . for in<a„.., nmlnlalued by ,. 

w';;;;.';."' ■■■ "»• 'i-pan........ ..f ,„!bii, 

HESSIAN FLY DECREASES IN .o'.'s ^^tU'VT";': """■" """ •■■■■■" V>-'r 

N. Y., iNSREASEs ELSEWHERE ^''-^ ::^" o:r;;;;;^,n;r p;:;;;;!"' 

A K-neral reduction of ,i,.ss,,.„ „ I <"«' m the I-„|„.d ...a,'. ' "" ""'""" 
nn.s,a,,,M, in n,,. wbeat-growiug se.; ' ui^'l':"""'T:" "'' ""' ""''"'" "-Pl 
™ Of N..W York «,a,e is indicated ' ml,; ZT, """ ""'''""^ "'^"''«" 
'> ■■' ^'.........r survey just complete, ' l^ :.,.' '""' "■"-• '''■'■'"• 'J^'in. 

"iwe. recdved by ||„. ri,,,.„.,„ ' ,, ■ ""' '"■"' number ,lls,.b..„ • 



vo garner 





'U'M-eulMMv. The survey thi.s va^.^ 
;■-— " I'^ .o,nui..s. which was S 
more than were covered lant y^a, 
, '' '''^'"^''K*-' '"festatlon for the re- 
Uon covered iu ]i,- was 8.5 per 

c^J-nt.rh,sy.ar the same region had 

Z T , "' '•' '"' '^^^'' ^^•^'"-. 

; . wage fnfe.statlon for ic coun- ' 
■^^^-r. count., were made amouuL. ' 

-'yr..o per cent, showing a de.i 
Uded d^'creas.. in inf.^stan■on 

tion h';!''V''''''''''''^^''-'''''^'*»f'-la. 

hiuh .... '■**'"" '•"""i"^ 'i- 

'"''•^'=" M:rious riy cmuiith-n- .-,0 

•^'^>th Dakoia. .-„.,i Kansas. ,:„i^. 
«^^'-- I^ predicted as about n. mal 



St IgnaW Card Party 
Monday night, Dec. 8th, at 
Sonierville's Restaurant. 

13wl , 



HiHrg,.d aurln^ any .,n,> vear' In Hn 

' ;;^;';2. "*■ "- •'^•"-.nent »r puiln; 

In Ilie yrar ]U'2:i there wa. n de 
;^-n;a.^e Ju aeeidental Ueuth.s and sui- 
c dcs n rlu. s,„t. hospitals of „,„" 
"*\ "' '■'■''• ■■'- -f'M.pared win, u.-u 
'■\I"i-t'::ltealipn Ims h-ni pai.i ,|nrhT 

'" '>.:-T.-.).y und duriu,. the h's, 
J "I 7..,h, ,i,:.'.m. laitlrn'.^ u-.t.. .-n. 
I"V'^-"'' '■' '^'■■Piral Industries, an 

V' ■•>-^U-d vulne ..r arlErln. 

!; 1'":" ' ■ •'>■ Mrmenis m ,he iudlrs. 
liar.-i'' ^ ''"'■'»■■'' "'**y<-aruus.^;.l.-|j, 

hfiM- ! 

divl.-i. 

hraiii'l* 

welfan 

«..k.^an.; .,.. .,„,„.„ in !^!:; 



■ ' ■ ■"""ifl eldldr.'i: 

' '' •■' 'U».W^ Im' f(jt 

■"" "i" '■:i:hl!' 11. :i 



No more einbarrassW 
garter runs— 

runs the garter may start no r In ,"" ^'°^^ '"•''ny 

a mark of idetttincation thiThbd 
every pair ri^htauheRut^lp""" 

ROLLINS HOSIERY 

Mdcs of wear in every pair. 



PitU-fashioncd Silk 

you want. "^ '^^'O'^ 



AH Si7/c C/t,jfon 

color you wont. ^^*= 



n„ , -"'"* you wont. 

CHJcAGO FOOTWEAR COMPANY 

Antioch, III. 
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Let These Merchants Help You! 



>*-r« 



►-•-♦-♦-♦. 



EARLY XMAS SHOPPING 

Will Save You Man 

Inconveniences 

Scarfs— -Bruslied and plain wool- in thp 

ontr^' fT'?'- ^ beautiful gm for any 
one , good choice to pick from\t $3?50 up 

!?"f ?~^ ^'\"tiful assortment of all 

D-ft?i,-iff '-^'i"^'^^ ^'■"'^ ^I'-esses; many 
patteins o picic from; a most acceptable 
gift fo)- sister or mother $10.00 So |l 8 00 

We have a fine selection of embroidery 
goods for the Christmas Gifts 

■ ■ 

I HILLEBRAND & SHULTIS 






,V'-^J<T^^^ 






See Their Xmas Gift SuggestTo^s! 
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GIFT SUGGESTIONS 
Come Early and Get 
Selections 

Beautiful Colored Candles, pair. 65c 



WILLIAMS BROS 



Wi 



•♦-•-♦♦- 



* ♦ » 



NECKWEAR 



XI 
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-♦-♦^-•~♦-♦- 
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We are showmg a beautiful line of 

fn aif?u fl'' ''"'^ '™ol necluvear. 
In all the latest patterns. A beauti- 
ful box given for the asking. 
The next move is yours 

OTTO S. KLASS 

Eveiything for Men and Boys 
Phone 21 

***♦ ♦ 




DO YOUR CHRISTMAS SHOPPING EARLY 

to contend with. The over^ru hed 1 l""! '^^^ '"^'''^hants have 
time to display goods f or/ou .n^ J. f"''' '"^^ *'^ ^'^P^ 
causes the buying of articles tha7ar ^^'^^T '" "^"^ ^^^''^ 
This, of course. I oT^Z ^a th " ^j^^^^^'^ -J'-* ^u desire, 
dissatisfied customer. ^ merchant does not want_a 

The Antioch merchants aslr kU^h i-l i 

some of their shopping ^owpJlf*"':,"'"' P^-^ly can do 
can be given to each purchaL yZ n^K """■'"""* ««^"«°» 
Brand new Christmas ^stoctl^d aJ^" ^u^edTuyT;. ^'"^^^ °^ ^ 



CHOCOLATES 




S. M. WALANCE 

GIFTS 

Foi' Men and Boys 
&'^I?,^>;)S/^fJ?™"^'*°^-^ -Caprice 



you will like to pay. 



SWEATERS 
PAJAMAS 

SUEDE BLOUSES 
HOSE 

COLLAItS 

BELT nUClvLRS 




iMurrr.Eus 

GLOVER 

si'oirr VESTS 

TIES 

CUEF IJUTTOXS 
SlilUTS (niv.ssorEl;.nnW, .,,,^,^..^^ 

Make your selection now. A small deposit will 
hold it 'till Xmas. 

S. M. WALANCE 

Antioch, 111. 



RADIO FANS 

It is a known fact that Europe can be received 
on oui- Oriole Receiver. The weather reports of 
Rome were received Tuesday night from Lon- 
don, England, nt oui- Radio Shop. Another test 
will be given AVednesday at our Radio Shop 
Come in and hear it. ' ^' 

Our Radios r.ihfle fr.jni,C t35.C0 to S450.00. These sets are guaran- 
teed and proven n hlj succl-gs nil over the country. Our list 

' '■ V Hstrodync, S tubes; the Cabinet 

i:-^ Thcrmiodync set. 6 lubes, single 

rhaiisteal set ^nd l!ic Oriole Receiver, 



fncludcs the Per! 
Super Helrodync, 
control; the new 
4 tubes. 



Antioch, 111. 





-/ 



A fuJ] assortment of the clioicest 
and most delicious cliocoiatcs foi- 
your Christmas table or as a gift 
will be on display. ^ 

JOHN PACINI 




A FEW CHRISTMAS 
SUGGESTIONS 

Ladies' W.-ist Watches Men's AVatches 
Cuff Buttons Rings 

A novel suggestion for a Christmas Gift now 
'n yo.g^,e is the presentation of a new up-to-da e 
pair of spectacles for any member of th far t 
Come m and let us explain how it is done ^" 

ANTIOCH TIME AND 
OPTICAL SHOP 

ANTTnrw ^' ^of^elius 

^^"°^^ PHONE ]34-,J 
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FOR CHRISTMAS 
Some Suggestions 

. Handkerchiefs Fancy Needknvork 

Silk Hose Silk Underwear 

Hand Made Underwear . Household Linens 
Hand Embroidered Articles 

"Fancy Bed Spreada 
Dolls and Toys for the Children 

MAUD E. SAEIN 
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Engraved Chrishiias Cards at the Anf;« u d . *^ 

^ :- .---^-^^^^^.^^.—^ "'"' ^°"'' "^' "^' '^"^^ •" P"'^- f™™ «»-S« '« $3.00 in sets of 20 



■■^•>'- - ■ :-o r*-t-^.c.«,^.* 
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For what are you JhankCul? 

Let us uot forget to e:^preas to the 
Giver of all gooa th|ng« our appro- 
elation of h[s niauifoia blesslij^s Gur- 
ing the past year. 

Mrs. Charles lluaselman spent part- 
of laat week with her parents, Mr. 
niul Mrs. Wright at Forest Park and 
with sisters in Chicago. 

Mrs. Wm. Maaske ami „„..„ 

/\licL» oC Ilristol called on Miss Pat- 
rick >ye(ine.sday. 



Mr«. .luijHiili Siiilth erjterlainoa the 
Fancy WorU eliilj en Thursday uftor* 
hooU. 

Mrs. Maggie Parka visited her sls- 
i^;- Mrs. Balda at OshUosh, "Wis., hisL 
■\vet:.*k, 

^'''^. Anna Tovdny and Mr. 'WohstfM' 
of Uatavia, ill., caUcd uU Tros'ui' 
friends Inst wceki 



TREVOR - 

p 

■^The Manual ■ Training class will 
commence work on the making of 
seed corn racks. 

Monthly testa will bo given this 
week. 

The Eighth grade agriculture class 
Is completing the study of corn this 
week. Corn of this vicinity was 
judged. 

The third and fourth grade lang- 
uage and geography classes are mak- 
ing a study- of Pilgrim Life, booklets 
on this u-ork will he completed this 
week. Pilgrim Life has been repre- 
isentod on the sand table. 

ThoHt! wbo have been neitber ab- 

daughter sent or tardy during the month are: 

Ruben Sohafor, Josephine I.arwin, 

N'ina Mark, Caroline Larwin, Anna 

fieri and Ditrotliey Habu. 

Thanksgiving vacation comes this 



His Time Has Come 



I 

1 week. 



WILMOT 




Bristol News 



Mrs. Lucy Wchh of Antioch Is 
vlslUng Mrs. Mary Gaines. 

Mrs. Huttle Crawling of Unvens- 
wood was a nrlstol visitor Friday. 

Mr. and Mrs. Woodbury from Aldon 
fipent Sunday with their son Lylo and 
family. 

Mr. and Mrs. Prank Fox and Mr. 
and Mrs. Edmund Pike spent Sunday 
with the HenrtcU family of Franks- 
vllle. 

Several gave Mr. and Mrs. Goorgo 
Brown a surprise party In honor of 
their wedding anniversary, 

Mr. and Mrs. C. J. Kills of Thomp- 
souville, Mrs. T. Thorson and daugh- 
ter Mrs. Trenuin of Milwaukee were 
visitors Ht the Sloun liome Sunday. 

Mr. and Mr.s. "Wni. Bryant and son 
Clare visited relatives lij Uipon the 
hitler part of last week. 



IN MEMORIUM 



In incmory of dear nu)ther, Mrs» 
.bdin Prury who paH.scd nway on 
November 20, 1923, 

"i'ls hard to iin-ak 111*- t-ndcr oord. 

Wiion love has bound the lieart, 
'Tis liard h() harrl to speak I bo word,. 

Must we forever part? 
Dearest mother we liavo Inid thee, 

In I he peaceful grave's embrace, 



Mr. and Mrs. Ambrose Moran, 
Mr. and Mrs. Ohncne and Mrs. P);'.<'r- , » , . ,. f„v,nnf« ann will bo 

,,,7 ,,;.".-■;. , , . . ^-on of Konnsha freie g'e'sr. of Mr. »'6h. buvl \\Vre goin* to have « Iho lingo of tbe small boy today. And And many a f7"';^,,*^^. ,.,, ^„^,' 

urday. little Eli?.abeth Elkorton re--^^"'"*^ ^^ ^^^'- *'"'^ ^^^'^' ^'- ^'"ndiv. 



turned homo with her for a sliort 

visit. 



A parlv <.f .I.H.r bunt.-rs oompn.od L E. Wheeler of Milwaukee for over COOLIDGE TO ^7^^° '^l^^f";^^ 
of CUV Loftus. Wnmou Cba.^. Getting 'ri.auU..iving. | NATIONALLIVE STOCK SHOW 

The Parent Teacher associatioa and P. Lavendoskl. Trevor; and Chas.l Jamus C.r.y and George Smith at- ' With the olllclal announcement 
wore guests of the libortv Parent »J"»-'i«-'i-. SilvorlnUr. rnlurn.Ml from tho tended the Uadio show, in Chicago, on from Wd.^liiUKton tlmt 1 resident Cool- 
Teacher association at Liber'tv Corner ^-'^'^l' ^V"-l^ ^^^ "'"-''t '»• Inst w.ek. , Thursday. , - i i<l^'*^ ^^ ''T''T ,^m^' !?^!l!^Z 'nf - 

school boa.-e on We.luesdav evening. ^='«J' ^vilb a deur he had shot. Mr. Monday. Walter Carey and sons attend the twentydi th """t^cisaij of . 

Mrs: Charles Barber of ^ilverlake Lnf^>'- l""""^'!'* '>"-'l^ =' ^'"^k weighing .lames and Irving spent in Mllwau-^the Interna ioniH Live Stock Lxposi- 1 [;= 
visited her parents. ^Iv. and Mrs. H. ' nvound lOU pounds. , ke.. tiou from Novc.nber 2» to Doce e. 

lubeno on Tbursd'iy . M''^' Morgan. Aileon Morgan and, Uoland liegeman attended t.ho Chi- , G. the management of that famous 

The hunters who' spent the past >1^-^- M. Wright w.-re out frou. Kenc.J cago-Wisconsin game In Chicago on show is preparing for the greatest 
week In the northern part of the st.t. ^ba for the dny Sun.tay. I Saturday. .. ;^al>-n"»; *^,^^''^^"\Vr' Cv'nf be 

hunting deer returned Mondav. Each Mr. and Mrs. Earle Ward and Ernest Peacock and datighter are brought together in the hlstor> of tho 
one brought a deer home I Leonard of I'eiitono. 111., mulcu-ud up to be enlt?rt:ilnt'd at the home of Mr. bash: industry. 

Miss Sarah Patrick "visited her ! f"-- t'>'' ^^'''^^^^ -^"'l ^^-'^l' ^r. and Mrs. and Mrs. Martin Ander.son at Iveno- This will be the f"^"^;; J''^^ y*;; 
neice Mrs Itvron Patrick at Camn ' "•'"'■KO Paulkner. sha Thanksgiving day. chief executive of the United States 

Lake on Thur.;day and also .ailed on | ^"'•^''"''-'^ Madden came out from WonI of the serious Illness of Mrs. ; has attended the ''^''^'^^^'^'^J^ 
Mrs Kate Yaw Kenosha for an over Sunday visit Howard Cross (Anna Bohrn) in Chi- j opening of Congiess lun ing ahsa>s 

* The Postonice In-^pector from Chi- ' ^^''tl^ >>^''" I'^rents. Mr. and Mrs. Fred cage was received by friends in this j Interferred. but the importance of 
cage visited our olhce one day htst ' Madden. Mr. and Mrs._ LYank Mud- locality the last of the week. this quarter-centennial event is deem- 



United Slates Department of Agricul- 
ture to the princiiial winners in the 
livi^ stock comiietitions at the corning 
show. 



■TggggTg^g;gSH7gni^'K:ri:t;jU:;t!-^jti!r'ia^:;tj» 



We miss tliee from our Immi- dear, 
W«- mis.^ thee from thy plaet'; 

A shadow o'er our life Is cast. 
We miss the sunsliine of Ihy face; 

We miss thy kind and willini; hand, 
Thv fond and earnest care; 



? Our hnine is dark witlioul Miee, 
" Wu ndss thee everywhere. 



week and found, every thing in good ! '•*-'" '^"*' datighter of Kenosha were j Mr. and Mrs. T. Bogda and grand- 

Qj.jgP^ j guests at the Madden home Sunday, daughter Ijilllan of Salem spent Sun- 

Mra. Arthur Bushing entertained ^Iss Maigaret and Mrs. Sarah Mad- Oay with Mr. and Mrs. John Sutcliffv'. 



^ 



_ y 



the Liberty Parent Teacher Bunco 
./ club on Thurstlay afternoon. 

Mrs. Ed Fllson and daughter Anna 
attended the card party given by the 
Royal Is'elgbbors at Antioch Thursday 
night. 

Mrs. Myers and daunbter Mrs. 
Gevor were Ivenosha visitors Wednes- 
day. 

Mr. Lawrence Fleming cpent over 
the week end at the Fleming Bi-os. 
home. 

Mr. Allen Copper and 9on Allen 
spent from Friday till Sunday with 
relatives In Chicago. ' 

Judd Van Duzer of Antioch was a 
Trevor caller Saturday. 

Mr. Charles Thornton who Is cm- 
ployed by the Soo Line i^rldg-i Co., 
spent over tho week end with bis sis- 
ter Miss Ituth Thornton. 

Mrs. Ed Fllson and daughter Anna 
and Mrs. Myers attended an "Old 
Times" danc; at Prishlon on Thurs- 
day evening. 



den, who have been making an ex- j There will be a High Mass at eight 
tended stay in Wllnmt returned home o'clock Thanksgiving morning at the 
with them. ( Holy Name church. 

Mr. and Mrs; Nelson and daughter,' Mrs. Dolores Brownell and Tom 
Anne of Kenosha were entertained on Urownell will be the guests of Mil- 
Sunilay at the home of Mr. and Mrs. waukee friends the last of this week. 
S. Scbolds. Mr. and Mrs. Scbolds . Mrs. Burroughs was in Milwaukee 
were in Kenosha for the day, Wednes- the Uist of the week for the funeral 



ed by President Coolidgc to be sudlc- 
lent to justify his aljsence from the 
Captial for a short period. Congrc-is 
had previously recognized the un- 
usualness of the occasion by authoriz- 
ing, at its last session, the Issuance of 
odlciat medals to be awarded by the 
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PAINTING 

and 
Interior Decorating 

Prices Reasonable 

Work Guaranteed | 

Antioch Auto 
Paint Shop 

A. L. WIEMER 
ida Street ANTIOCH 



One by one earth's ties are broken, 
I As wc see our love decay, 
\nd the hopes so fondly cheri.sbcd, 

Briglitoned but to pass away. 
One by one our hope's grow lirlKbter, 

As we near tin' shining shore; 
For we know across the river. 
Wait the loved ones gone before. 
— Mrs. IX Longman. 



Plain Sewing for Scalp Repair 
Surgeon— I'll sew that scalp wound 

for you for ?10. 

Patient— Gee, Doc! I jual want 

plain sowing, not hemstitching and 

embroidery. 



MRWS WANT ADS BIIING RESULTS 



^HHrtfrwi^^^ 



iilrri'lfir — ~ ir i-ir 



n.Mjm^i^j.h^iM K.^^^ajjatas 



^^l^^h.. 



day. 

Kenosha decorators worked at the 
Methodist church all of last week re- 
decorating the Interior of the church. 
Tlie congn-'gation had the work done 
as a surprise to their pastor. Rev. 
Glenn James. 

Mr. and Mrs. A. C. Sto.xen were at 
Poplar Grove one day last week for 
the funeral of Mr. Tuttle. Mr. Tuttle 
had often been a guest at the Stoxen 
home in Wllmot. 



of Mrs. I. Bourse. 



G. W. Bradley 
Heads New 
Service Dept. 
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enera 
Store 




SALEM, WIS. 



The Public Servic** Company in- 
[eludes in Its organization a Depart- 
.Mrs. Ed Murphy spent the day in ment r»r Puhlic Uelallons and Service | 
Kenosha, Tliursday. ^ whose fininion as Its nann- implle*: is | 

Mr. and Mrs. Wm. Volbrecht, Mr.s. lo Srccure clos*- relailon?; with the | 
.lane Motley. .Mr. and Mrs. .John Gau- puhlic and to iinprov ; its servlc*. 1 , 
gur and daunbter Oerlrmle, Mrs, M. is In charge of C. W. liradlcy, Vice j 
Mr*"^'^in'"*^'Mrs Byron Patrld: and b^=^^^<-''*""" "'"' ^^^ George Ihissel- President, and includes on his staff a ; 
children an.l' Miss Sarah Patrick' vi.sit- '»''» ^^''-'r*-' 'J*""'^»- «»^«^» S"'"J'^>' "^ Service I-:nf?lneer. H. T. East, Group! 
ed Thursday evening with the Samuel ! -'^J'-- »"<! ^^/*«- ^I^'"^.^' ^'^'^K^^''- meetings of emi)loy._.s an- ludng hehl 




ESS 




Mathuws family at Sllverlake. 

Mr. and Mrs. I-'rod Scbreek eutur- 
tained friends from Chicago over 
Sunday. 

Mr. and Mrs. William Kruckman 
and children of Burlington spunt last 
Sunilay al'tcrneon and evening with 
Mrs. ivruckman's parents, Mr. and 
Mrs. Iliram Patrick. During iht; af- 
ternoon they called on Grandpa Wlu- 
chell at Wilmol, who would cebibrate i Dean. 



There will he Kngllsh services at in the vario'is territorial districts of j 
thu Ev. Lutheran church at 10 a. m.. the Contpany. Their purpose is i.il 
n'-xt Sunday. Services on Thanksglv- impress up.'"Ti them the Importance of 
ing day will also be at ten. "r-'V.nj, custoiner.s ami ot-iers every at 

James Buckley attended the Notre tentlon. 
Dame and Nortliwcstern game at Chi- An ollicer of the Company says on 
cago Saturday. 'this point: "Lnr.'Mjyos of the Public 

Mrs. Albert Hanke and daughters, SitnIcp Company vtre nidck to s^-- 
Llllie, Erma and Betty of Antioch that the Charles A. Coftln Award cir- 
spent Friday wilb Mr. and Mr.s. Geo. ri(!d with It someihlnK moro than 

honor, namely, an oliIiKation to live 



Starting Nov. 2 9 — Ending Dec. 7 

On account of being overstocked with merchandise, I will offer the following 
articles for sale, all set out at regular prices and sold at a 




SALE STARTS AT 9 A. M. NOV. 29th 



bis !MUh iiirtbday anniversary on Mon- 
day. 

Mr. and Mrs. Peterson visited \\lth 
frienrhi in Salem Tuesday evening. 



Mrs, James Leonard. Mrs. Carl up to the reputation the Company! 

Uuinhaeb and daughti.'r Betty of Lake had won. Britton I. Budd. President.' 

Villa and Mrs. 10. Epplng of Silver- in giving tin- (imploycs a large nieas- 

lUku were guests at a' dinner Thurs- nnt of credit for the winning of the 

" ' ■'^'^'- '' ■"_•■ ' , ^|p^ and' -Mrs. John Sntcllffe attend- he lomiinK d. and ev(;u mcreasod, li 

eblldron on ^j""'*'^'' . ^ ^^j^, Fr-nebs ' •■'! " <l"art.'dv conT.'r.-ne- meeting at we were \o liold th-' hbih honor be- 

m^ ar ' nd.^'ihe"Ut;K.lI game nl \ t»- «ulen> M. L. church Saturday eve- stowed upon us. Many si.ns indieal., 

ite^ers a., mo-u * .^ vAny^ Ihiit !h.- imtiili.'rH of lln^ (ir:.;ani/.alion. 

Sonlh Lend onr day lani ...... , ^^^^^^^^ _^^^^ ^.^^^^^ ^,_^^_^^^, ^^.^^^^^ ^^^ ^^^^^^^ ^^^^^ ^^^ )„►![. un, h:iv aee.-iit.-d 

Chiea;;o Saturday for the Xotn^ this nlditration and intend in hold the 

Damc-Norlhwestern football game. plac" ihi-y liavo made for the Com- 

■ Tho I-adies .Aid of t!if M. D. church [i.-iny at llm t«tp. 

ni'-t at ihf home of .Mrs. Frank Bur- "U hiis been ilemonstratod that tlu^ 

roughs on hist Thursday. Olbcers word i-^i-ivicf stand;; fur mort- than a 

for the coming yi-ar were (deet(:d. cnutinnous supply of gas or eb'clrlc- 

President, Mrs. Kn'il Paalkner: vice uy of suitable pntssnre, fJmjd scr- 



Aiberl Dank.' and family of Anti- 
och wore dinner guests of .Mr. and 
Mrs. Copper on Tliursday. 

.Tames and Tom Flendng went: to 
Wuukcgan Momlay to s-o Mr. .lames 
IL McVey of Antioch who is very id 
at the .Memorial hospital. 

A full house responded to the fn- 



Socks 



MEN'S FURNISHINGS 

Jackets Neckties 3v/eaters Shoes 

Coats Coveralls Shirts Underwear 

4-Buckle Overohoes, several pairs of H.ipboots and Rubbers to select fromw 



'iiiiiiitiii 

-■■ n- i-tv it prf.Hide.nt, .Mis. F. lUirronghs, Iroas- . vice, iS-CHaenthil but It aloii.r will not 




pumpkin an<l app'f: I''" ^^' ''*\^^"' n""'!! 1 durf ' aii(l Air. an<l Mrs. Alvln Holt- c(mrlesles' and exprnsslons of a gen 
LaMeur of Hristol calieu ^^^^^^^ ^^^^^^ ^^^^^^^^ ^^^ ^^ ^^_^^ ^^,^^^^1^ ^^^ ^^^^ ^,^ 

Mr. anti ."Mrs. Ben Prouty and Mr. ported that Imibl good -will. It Is 



.Miss Eva 
on Miss Harah Patrick Monday. 



School Notes 

Absentees for the week were: Km- 
est Poize. May Poize. Kloyd Lubeno. 
Mildred Hahn. Charles Poize. George. 
Gori and Albert Mlzzen. 

The Domestic Science class has 
,„„.,,eted the study of "^^oad making 
and last Friday the claBB. made Park- 

er. House roUa. 



and Mrs. Kyle of Ihibrtm wore enter- human natun? to^ n*act lo please 
lained Suntlay by Mr. aiid Mrs. A. C. treatun-nt und tu appn-eiati; any kind- 
gifjjjpn^ !ly personal service which may be 

.Mr. and Mrs. Wm. Volbrecht anrl rf-ceived, If this comes from publli; 
Mrs. Jam? Motley are to be dinner : ufilltv employes tin' Company will 
guHSts Thanksgiving day of Mr. and nulckly beconu; known as u publb; 
Mrs. Fred Volbrecht of liassetts. .servant with a soul and be a source 

Mr. and Mrs, G. W. Lewis and cbll- of pride to the community in which it 
dren are to be guests of Mr. and Mrs. ; operates." 



CHILDREN'S WEAR 

Elastics Mittens 

Play Suits Caps 

Sweaters Underwear . 

Several hundred yards of dress goods, Laces, Ribbons and an assortment of 

Remnants 



LADIES^ WEAR 

House Dresses 
Sweaters 

Underv/ear 



' 



Oil Cans 
Fish Cixn5 
Carpet Beaters 
Pie Plates 



Water Pails 
Wall Paper 
Paints 
Tintercsco 



Dishes of all kinds, and 
many other articles too 
numerous to list here, at 
20 percent ofF, 



25 cases of Santa Claus and Lenox Soapc, and a quantity of canned goods 

with slightly soiled labels. 



FK'"Af^ v;'"? TT—fl o To the first three ladies buying $10 worth 
i'^ ir^ if^ V of goods we will give free a one pound box 
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THE ANTIOCH KF.WR ANTIOCH, ILLINOIS 




BLUE 

LAKE 

RANCH 

IV^JAiCKSQN OaBOOKC 



CKAALEs acaausiis.stata 



nn.lV, L M ""■ """"'"''•< '"'"l""n 
Inter tL "•>-»l''^lo»« Kentlon,„„.8 

">>' lie uskecl Ilflitly 

"It tells her thiit he Iltes her- thiit 
It woul.I be fun for him ,„ Zl'^ n 
P>';y wl,h her; ,„u, he >ro„,d b \ n 

m..MM^.e";«:.r"" '"■ """"^ - '•"">"" 

„/!•'''" »'"■ "'""I'-'l lilm. He looked 

could frame ii hunterlni: renlv \i„ J„ 
had lnv<.unta... ,,^ 

Prt. Hu.l U.tM.n,l MnrrlM mnrod nt I,or 
<J"ln..v «,ipp,„ «HMntn« to kls \, ' 

It was Ju<IltI, „n,I not Judith. uZh 
«omo Mrnngo. unknawn Judith A 

]o^^y Jndlth. A Judith who had Iohr 
hidden hc^rsolf. mnsquerudlnK. and who 
now sfeppo,] r,„.,h Htnlllnc and brluht 

«mv,wd.yli.,nmfn.:n Judith oihiiro 
h to nrmR. round nnd soft and rich In 
tMr tender curves; „ j„,j,t„ ,,i.uso 
"lm> ^jown floated about her lite a 
sun-shot nil.st; a Judith who.sc. akin 
ahovc tho iow-na cnrsagy wna like n 
mhyH. whoHfj tender mouth wu« u rod 
nower, whoHP hulr was a fihlnimerlne 
mass of bronze-brown, whose ejes 
wore Aphrodlte'H own, t'lorloua. dawn- 
Bray; „ j„(j|th of rare maidenly 
ciurni; n Klorloufi, palpltunt. trium- 
phant Judith. 

It inlfibt have boon Just because It 
was tUtlnR that they should greet 
tbeir ho.ste.ss so; It micht have been 
because the men and women who saw 
this new Judith were eaiitibt suddenly 
In a nunpelllnjj <;urrent of admiration 
that above the hum of voices rose from' 
everywhere a (juick clupplns of hands 
as she cjime throujjb the room. The 
color of her cheeks deepened, her eyes 
flashed a Joyous acknowledffment of 
the Kreetlnff. and bright and cool and 
Belf-poKsessed she came on to ^ra^cIa 
"Marcla. dear," she said, tnUlnK Mar- 
cla's two bandJt— and Hud Lee found 
that even Judltb's voice bad taken on 
n new note, deeper, richer, gladder 
fraught with the (pndlty of low music 
—"forgive me for being Into. I want- 
ed to he beie every little second to see 
you enjoy yourself." Khe put her lips 
closer to .Marclu's ear, wlil.sperlng- 
"You are the prettiest tbliig tonight i 
ever saw!" 

Jlarda shook her head, her eyes 
filled with frank wonder. 

"Don't flb. Judith, dear," she an- 
swered. And, for Marcla, she was 
very grave. "I know you have a glass 
In your room. You wonderful, won- 
derful Judith!" 

Their voices were Indistinct to Rud 
Lee. Now at the nioiiieut when she 
was so rich In the splendor of her own 
sweet femininity bo fllled his heart 
with ber. Judith had come In the only 
way Judith cfuild feme, surrendering 
herself utterly to the hour. 

.She turned to blm. no surprise nl 
bis own ci>slume In ber happy eyes, 
and gave lilni her cool band. A swift 
tremor ran throu^'h blm at llie ciuilnct, 
a tremor which was like ibnt of the 
night In the cabin, which he could not 
conceal, which Judith must notice. 
She said something, but he li-t the 
words an, holding only the vibrant 
music of the voice. 

She had stirred him, and now bo did 
not seek a theory for a buckler; the 
sight of lier, the brushing of her Ang- 
ers against bis, made riotous tumult 
in his blood. 

The flrst strains of a waltz Joined 
the lure of Judith's warm loveliness, 
whispering, counseling, commanding: 
"Take ber" Marcla gasped and 
Btepped back, startled by the look she 
saw In the eyoa of this man who, hav- 
■ng spoken no word since Judith canm. 



pnt ont his arms and took her Into 
tliem. Judltli flashed at him a look 
of quick wonder. Ills face was almost 
Btern; no hint of a sndle had come 
Into his eyes. He merely caught her 
to hira as thouKb she were his, and 
swung her out Into the whirl of 
dancers. 

"You are rather — abrupt, aren't 
you?" said Judith coolly. 

"Am I?" he asked gravely. "I don't 
know. It seems to me that I have 
been loitering, Just loitering while—" 

lie didn't attempt to flnlsh. He held 
Judith In his arms while for him the 
room was emptied of Its gay Ihrong, 
the music no longer pulsed; Its boat 
was In the rhythm of their bodies, 
swaying as one. 

TIio dance over, she was lost to hlin 
In the crowd of men who came eagerly 
to her. His eyes followed her wher- 
ever she went A alow nngcr kindled 
In his heart that she ehould let other 
men talk with btfr, -that slie sfibuld 
suffer another man to take ber In his 
arms. 

A number of country dancea fol- 
low-ed. He stood by, the door waltinc 



a mtio before he went again to Ju- 
dith. Ho saw Marcla acrosH the room 
beckoning to hIra with her fun. Tliere 
was nothing to do but to go to her. 
Ut) frowned but went. sUlI watching 
for Judith. Marcla wanted him to 
meet some of her friends. He Bhook 
hands with Humptoa, was Introduced 
to Rogenj, Marcla explained that Mr. 
Lee was the gentleman who achieved 
perfect wonders In the education of 
his horses. .She turned to Introduce 
Farrls. the artist. But Farrla broke 
Into Marcla'8 words with a audden ex- 
clamation. 

"Dave Ivoel" he cried, as If he 
could not believe his eyoa. "You I 
Here !" 

^^ "Hello. Dick," Lee answered quietly. 
"Yes, I'm bore. I didn't know tbot 
you wore the artist Hampton had 
hrougbt up with him." 

Karris* hand went out swiftly to be 
gripped In Lee's. Marcla, mysflfled. 
looked from one to the other. 

"You two know each other? Why. 
Isn't that—" 

She didn't know Just what It was, 
HO stopped. looking frankly ns though 
she'd like to have one of tbem flnlsh 
ber sentence for her. 

"But," muttered Furrls, "I thought 
that ynii — " 

"Never mind, Dick," sabl'l^ee quick- 
ly. And to Marcla's myatlflod expre.H- 
«lon: "You'll pardon us a moment. 
Miss Langworthy? I want to talk a 
little with Mr. Karris." ^ 

Ills band on the artist's elbow, Rud 
Lee forced him gently uwny. The two 
disappeared Into the little room off 
the library whore Jose was placing a 
groat howl of punch on the table. 

"Que hay. Bud," grinned Jose. 
"Your ol' nose smell the booze d— n 
queek, no?" 

lie set down his bowl and went out. 
Farrls stared wonderlngly n( Lee. 

"Bud, Is It?" he grunted. "Breaker 
of horses, hired mun at a dollar a 
day—?" 

"Ninety dollurs a month, Dick," Loo 
corrected blm, with n short laUKh. 
"fllve a follow bis true worth, old- 
timer." 
Farrls frowned. 

"What devil's game Is this?" he de- 
manded .sharply. "Isn't It enough that 
you should drop out of the world with 
never a word, but that you must show 
up now breaking horses and letting 
such eliapfl as Mrs. Simpson's Black 
•Spanish chum with you? Not a cur.sed 
word In Ave years, and I've lain awake 
nights worulerlng. When you went to 

SUHISh — " 

"When a Leo goes to smash," said 
Bud brledy. "he goes to smash. That's 
all there Is tn It." 

"But there was no sense, no use In 
your dropping out of sight that way—" 
"There ..as," said Leo curtly, "or 
I shouldn't have done It. It wasn't 
Just ibat I went broke; that was a 
result of my own Incomju'tence In a 
hit of speculation and didn't worry me 
a great deal. But other tilings* did. 
There were a couple of the fellows 
Ihat I thought were friends of ndno. 
I found oul that they harl knifed mo; 
had helped pluck me to feather their 
own nests. It hurt. Dick; hurt like 
h— I. Losing' the big ranch In the 
South was a Jolt, I'll admit; seeing 
tbo.so fellows lake It over and split It 
two ways between them, sort of 
knocked the props out from under me. 
I believed In them, you see. After 
Ihat I Just wanted to Kct away and 
sort of think things over." 
"You went to Europe?" 
"I did not. I don't know hnw that 
report Kot out. but If pettplo cboso to 
think I had Bone to take a hand In 
the flgbtlng over there. I saw no need 
to contratllct a harmless rumor.' I 
took a horse nnd l)eat It up Into the 
const nmuntalns. I tell you. Dick, I 
wanted to think 1 And I found out 
before I was through thinking that I 
was sick of the old life, that I was 
sick of people, the sort of people you 
and I knew, that there was nothing 
In the world but horses that I cared 
the snap of my finger about, that the 
only life worth living— for me— was a 
life In the open. I drifted up this 
way. I've been living my own life In 
my own way for live years., I am 
happier at It than I used to be. That's 
all of the flat little story, Dick." 

"You might have let me know. It 
seems to me," said Farrls a bit stlflly. 
"So I might," answered Lee thought- 
fully. "I was going to In the first 
place. Cut jou'll remember you were 
off somewhere traveling when the 
bubble broke. When Dick Farrla trav- 
els," and bis grave smile came back 
to him. "let no mad letter think that 
It can track him down. Then I Idt my 
stride In this sort of life; I grew away 
from the old news; the years passed 
as years do after a man Is twenty, 
nv?; .^nd I Just didn't wrltQ. But-I 
didn't foreet. Dickie, old man," he said 
warmly, and his hand rested on Far^ 
riB' shoulder. "You can put It In that 
old block pipe of j-ours and smoke It, 
tJLQi-J-Jlldn^-^rcet .^Qnje«jLay-J[ 



rTTanno-dtmnr tOwiHI^'aln, „J... 
Icnow. and remind you of auld *liing 

"You are a fool. David Bnrrlll Lee,- 
fl'ild Farrls with conviction. "L„ok 
here: j-ou can take a new start, pull 
yourself together, come back-where 
you belong." 

Um Loe shook his head 

"That's like the old Dick Farris I used 
to know," iK. «ald gently. "But Ibis is 
where I helouK, Dick. I don't want 
o start over, I don't want to come 
hack to the sort of thing we knew. 
The only thing In the woHd I do want 
js right Iiere. And I don't see that 
It would do any good for you to go 
HUrrlng up any memories about the 
old Lee that was shot 'eomewhere In 
France.'" 

When Farris had to go and claim 
a dance, Lee watched blm with eyes 
soft with affection. Then he. too, left 
the room and went back to the outer 

ditb'' *" ^'" °^^ ^^°^' '°*'^*"= ^^^ J«- 

"The only thing I want \s right 
here," he repeated softly. 

He watQhed Farrla Join Marcla and 
Judith. He noted the eager excite- 
ment In Marcla's eyea. saw her turn 
mpulHlrely to FarrU. The e-lat shook 
hU head and left them. oBtenalbly go- 
Ing In search of his partner, Marcla 
was speaking excitedly to Judith 
lAte frowned. 

Once more that night he held Judith 
In bis arms. Hi? meant to mako 
amends for bl« brusque way with her 
hefore. But ncaln the magic of her 
presence was like a glorious mist, 
fihnttlng them In together, shutting all 
of the world out. They spoke little 
nnd the music had lu will with them. 
Judith did not know that she sighed 
OK the dance ended. She heomed mov- 
ing In a dream as Lee led ber through 
the door. They were out In the court- 
.vard, the stars shining softiv down 
on them. In the subdued light here he 
Ktond still, looking down Into her 
pleasure-flushod face. Again the la- 
slstent tremor shot down bis blood 

nere In this tender light she looked 
to him the mnslerploce of God striv- 
iDg for the perfect In u woman's form. 
Her gown, gently stirred by the warm 
breeze, seemed u part of ber, elusive 
alive, fondnlne. Tlie nillk-white of 
hare throat and shoulder and rounded 
'irm. the rise nnd fall of her breast, 
tho K(tft lure of her eyes, the tender 
sndle upon her lips, drew him slowly 
closer, clo.«;er to her. She lifted her 
fiK-e a little, raising her eyes until 
they shone straight Into his.' 

"Judith," be said very quietly, very 
pravely, making her wonder nt the 
tone and the words to follow: "You 
have had your way with me tonight 
IJ" you understand all that moans? 
Aiirl now— I am going to have my way 
with you!" 

He caught her in his arms, crushed 
her to him, klssod ber. Tlien he let 




Caught Her in Hli Arms and Cru.he^ 
Her t* Him. 

her go and stood, stern-faced, watch- 
ing her. 

For- a moment he thought that tha 

him full In the face. But he did not 
niove. 

Had such been Judith's Intention, 
suddenly It changed. 

"So,*' she cried .softly, "this Is the 
sort of fine gentleman Into which a 
dress-BuIt has made Bud I^e, horse 
foreman! For su groat an honor 
surely any woman would thank him'" 

She made him a slow, craceful cour- 
tesy, and laugbwl at him. And so 
she left him. her laughter floating 
back, taunting him, 

Lee watched ber until she had 
gone from his sight. Then lie turned 
and went down the knoll, into the 



(TO BE CONTINTJI.7D.) 
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PIANO TUNING 

: EARL G. ALDEN, member Na- 
tlonal Asioclatlon of Piano 

; Tuneri, comet here frequently. 
Write or call. Residence 14 So. 
Sheridan road, Waukegan, 
phono 388. I have some good 

; used planoa for sale around tho 
hundred dollar mark, or will 
''ent same. 
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Insist on Milk from 



Tuberculin Tested Guernsey Cows 

Play safe, and at the same time give the children 
the benefits of the greater amount of cream which 
it contains. 



This milk will be on sale the year round at 

The Wisconsin Butter Store 

Rudolph's Dairy 



^'g™^'^'^™™g ™^^'™^™ gBB^^ 






If you can sell your Poultry, Calves 
and Hogs here. 



Antioch 




< i 



Long Distance Phone Farmers Line * 

. Antioch 168-W1 Mlllburn.Antloch.BrUtol, . ■ '■ * 

LvX SLOCUM 

|>;w^iT.^c;.cv^?i' • '^' 6BADUATE. auctioneer;-.. i^JA VKAVv 

"I SEd'ANVfHiNQ; ANYWHERE," AnVtIME" 



Real Efltato, Farm and City 
Property for Salo or Hxchango 



WADSWORTH, ILL. 






""^''* " " »' """ ' ' """""" 'N M U M MMMI I M I I M N^I^K ^i^M I I I I K M^ Ii ? 




Ptmn Jintioch — Lake Villa 

Convenient, dependable service by 

North Shore Motor Coach 

North Shore Motor Coaches connect at 
Waukegan with fast North Shore Line trains 
takmg you to the heart of Chicago-the"loop" 



LT.L.kcV.II. 6:5Z...., 8:52...., lZ:52p.„., 4:52p..., 8:52;.^^ 
Arr-g-c.,, 9:22. ..n., 11:22...... 3:22p...., 7.-22p. „.. 11:22^;;: 

Chicago North Shore & MUwankee R.ILC0. 

CHINN BLOCK, Main and Lak. SU. 
Phone Anlloch 44-W 



Save Your 
Stock from 

Mineral 
Starvation 




There has long been a need among livestock and poultry 
raisers for a real, high-class, sdentifically-compounded 
Mineral Feed made by a reliable, experienced ccimpany. 

It has long been known that the general ration did not 
contain the necessary minerals for healthy, high-produc- 
ing animals. Just what minerals were needed and how 
much is of recent discovery 

Prominent stockmen and poultrymen are now usinc 
minerals. Agriculture Experiment Stations Recommend 

it. Don't experiment 
with minerol compounds 
of questionable origin 
and value. The Blatch- 
ford Company, the world's 
oldest producers of high 
grade commercial feed 
offers a real mineral feed 
at an honest price — three 
'^*/*;p;:Tw?\*'^"'*'*'*'^'*»i*'«WUrF distinct, seperate feeds— 

'ii'f'^^ ' one for cattle, one for 

hogs, one for poultry, 

^rh *'4n^°KT' ^^"""u ^^'r^""" "°"= ""^^t, more milk or eggs. Corrects 

led cJ^s " c" aST P'E?;,^^^^? ^^ eoitrc. add ^, soft shS^ 
lea eggs, ecc, A tnal bag wiU convince you. 



^^ .^Essential 
ysatio^cMinerdls 



G. W. JENSEN 

ANTfOCH, ILLINOIS 



Tested — to giva mileage 




WITH Top Notch Cornbclts, no 
mutter how rough the weather, 
ycu can I:e sure of dry feet. In slush 
and snow nnd mud, these famous all- 
ruthtr arctics will give long, sturdy 
service because they hove been thor- 
oughly tested where you will wear 
thcni. 

TopNotch Rubber Footwenr, whether 
bcots, nrctics or rubbers, is famous 
fcr "milcugc.'* When you sec the 
1 op Notch Cross, you cnn be sure you 
are getting your money's worth. 

Sttjrcs hundlirBTop Notch I-cotwcnr deserve 
^%'i '"''«-■- 1 ci^nfK'uncc. Tliosc not huving it 
V.1II be glud to order for you. 

BEACON FALLS RUBBER SHOE CO. 

^i<-A<•rI0/T«^^'urc(^Kll^^c^a^d 

Cainai Rubber Sole FtHiUccur 

Beaton Falls, Connecticut 



CORNBELT 
— an all rubber 
fleece-Uned arctic, 4 
or S buckle. Red or 
blaclu 



TOP NOTCH 

X A CUAJIANTEE |^ OF MILEAGE A. JL 



Ahealthy, pleasant 
cwa economical 
Habit — 

Quiets nerves—^ 
Sharpens wits — . 
Preserves the tecth^ 
^ Aids digestion. 

Chew BEECH. NUT 
Chewing Tobacco. First 
aid to efficiency every- 
where and costs so little. 
Have you tried it? 

Over 250 MilUon 

Packages Sold in a 
'"• ' Siilgle Year 
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WANT A 




f ^ i ti uiLj 1 u [j ] ■ ■ ui.h.tmun suiiyt^'niui i/hiuj m i i iluih ifwwB masagi 



Mr and Mrn. -Madson onLertaiiiea Mrs. E. Hall and two little dmiBh- 
frlondfl over tho wuok end. tcra. Mias Uoso Koppen and Mr. Pai.l 

Mrs. Cannon and Mr.s. Koeley were Kliyinur motored to Chicago Satur- 
Kenoaba shoppers Wednesday. - '] day, '. 

Mrs. P.- T. Fowler, Jr., and little Mrs. W. G. Ilucker is Buffering ' Lake Villa; phone lOS-W. 
daughter, June Marie, are visiting rel- with an allaek oC rheumatism in her 
atives at-Konoshu. •' foot. 

Mrs. Arthur Simpson entertained' Sir. and Mrs. Will Pester, entertaln- 
the hunco-*'5p0" cluh Wednesday. aC- oil friends from Chicago over the 
tornoon. airs. SlU Barnstable ["eceiv-' week, end. 

ed first prize. Mrs. B. J. Galiger, sec-j Tom Wilkinson is on the sick list 
ond and Mrs. Andrew Jenson the con- thta week, 
solation prize. A dainty luncheon I 

was served and all enioyed tho after-' ^^^' '^"'^ ^'^' Gannon entertained 
noon. Mrs. Chas. Madson will have ""^ ^ ""^^^ P''''^*' ^^o^^^a^ ovenlng. 
the club two weeks from Thursday, 



Wnrit AiU [(i'i>-ln-l(ivii-.i iMihlsenliinin at i\ mitiliimiii niiPotifrK!. muinl 
Ino'niiiuit' Ilr|e^. Kitrliail-ilrlonaMliifSe. Waiii a.Im nf t'lTHlby tcU'plioiie. 
Oil Anili>cli49, «rF«inm*r.i Lliiti. 



Mr and Mrs. Louis Koppen and EIGHT MILLION CATTLE 
son Junior are spending a tow days 
in Chicago. B > SUPERVISED FOR T. B. 

' Mr. and Mrs. Sid Dibble were Wau- ^'*"'° ^*^"^ S.000.000 cattle thorough 
kcgan shoppers Monday. ' ' i °"*^ ^*^° country are now under su- 

Chas. Madson is drilling two wells P*^"''«ton for the eradication of tu- 
at the C. H. Stratton homes. , berculosls. 

Mr. and Mrs. U Koppen and Mr., State and Federal veterinarians are 
and Mrs.Al Boohm wore Waukegan ; carrying this work forward at tho 
shoppers Tuesday. 

Fred Hamlin is Iniildi 
brick chimney on tlie outside of his ! ""^O' prepared by the United Stales 
house on Cedar avenue. 



FOR SALE— German Imported po- FOR SALE— Kindling wood; $2.00 
llcq dog, fonialc, A. K. C: color black per load. OettInK Ice IlouHe, Cban- 
and tan. Call Sundays. Joe KoeLstra, nel Lake. ^^ 'Wl 

WANTED POSITION"— Lady with 
girl. Ill years ns liouHekooper with 
one man. Theresn Schultz, Larson, 
Wis. care of Albert Olson. 13wl 



13w3 



FOR SALE PLAYER PIANO— Bar- 
gain, to party completing $10.00 

monthly payments on balance of 

$309.40 due on Wm. Melton's $1)00.00 pQR SALE — GrnTol dump bo.x, ono 

player piano. This Is a chance of a y^^J.^^ capacity tor Ford ton truck. In- 

llfetinje. 'Address your reply to Geo. quj^o ^jf Walter Forbricb, phono 

L. Banner, 212 S. Wabash avo., Chi- isnii. 13w2 

cage, III. Ilw3 '■ ~* 

LOST— Saturday night In or near 

WANTED— At least two copies of Willlnms Bros., store leather chock 

tho Antioch News dated Auguist 14, and bass honk, with H. II. Rollins on 

1924. Leave at News Ofllce and re- coverl Will Under kindly return to 

coive compensation. 13wl News ofllco. 12w2 

LOST^A largo male Airdale dog: L09T-0n Friday, pair gray suede 
light tan. with collar. Answers to the gauntlet gloves. Return to News of- 
name -Dick". P. H. Joyce, phono An- lice and re ceive reward. 13wl 

tioch 199. 12wl SHORTHORN CATTLE-Malea and 

reniak% from gpod milking dams, de 



„__^_ ...„ „. „._. FOR SALE-Tiventy-nve swarms jj^.^.^^,^j ^^^ JJ^,^ ^^j,^, ji^S. Chester 

I rate of nearly a half-million cattle'"^ ^^'-'^- ^'"^^ ^'^" "^ °"*^*''- ,)^'"'' White fall pigs and breeding stock, 
ng a new ■ ^-P-'^tC'l each month. A recent sum- l^'nird. J-- Dnrk S. C. Rhode Island Red rooslurs 



„ . . . ^ , LOST— On .Monday of la.'^t week a 

Department of Agriculture on the „ , , , ,i , Tni.,<r.. ,-.r \nrrn..ii 

, . r - « . lT*olli?n hat in the Milage or Anllocn. 

"Barney" Barnstable motored to work up to the end of September re- 



Kenosha Wednesday afternoon. 

Alvin Dixon met with a rather 
painful accident Tuesday afternoon. 
UTiile driving tho delivery truck on 
the Grayslake-Antiocb road, the car 
skidded at the culvert Just north of 
the cemetery and turned over pinning 



ports that 449,484 cuttle were tuber- 
culin tested during that month. Of 
this number 1U,T32 — about the usual 
proportion — were found to be tuber- 
culous. Animals found to be diseas- 
ed are Immediately segregated for 
slaughter in accordance with regula- 



Flnder please return lo this olllce.lw 



CANARIKS FOR SALK— Sieferl 
Rollers from imported stock; day and 
night singers, wllli guarantee. Joe 
Koelstra. Lake Villa; phone lOS-W. 

13W.T 



Mr. Dixon underneatbr He was able ! t'""^ governing the disposal of such 
to crawl out but had a gash on top of hi"l">'ils which are sources of iufec- 
hls head about three or four inches **""■ 



States most active In the current 
work are shown by the report to be 



long and several cuts about his face. 
The car was so badly damaged that 
It had to be towed into Cannon's gar- 
age. 

Mrs, E. J. Murrie was an Antioch 54.23S; Wisconsin, with 45.954; and 
caller Thursday evening. ) Illinois, with 4;i,44S cattle tested. 

Many of the ladles from Lake Villa | The large number of cattle owners 
attended the bazaar and card party ; ^vho have placd their animaU on the 
given by tho Antioch chapter O. E. S. kvalting list shows that the, work is 



SALEM 



$2.00. Rbodesdalu Farms, Kansas- 
viile. Wis., 11 miles north of Antioch. 
Just north of Burlington-Kenosha 
road. lOwl 

FOR SALE 
Ford Sedan 1922, for $200.00. 
Ford Road.Mter with delivery box in 

Al shape for SS5.00. 
Ohlsniobile sport model, exception- 

a! bargain. 

Sheridan Road Motor Sales Company. 

IG S. Sheridan Road, Waukegan or 



Dr, Morrell, Antioch 



13tf 



Four automobllos. two of which* 



collided J CHRISTIAN SCIENCE 11 

Geneva * st 

SOCIETY 



Iowa, where during Septembor G4.079 were driven by Cha^ Richards and **************** ****#**^H^^^ 

cattle were tested ; New York, with Rnphael Schlax of Salem, collidod * 

near Hn'stol Corners on tho 

road .Monday cvotiing. A car was * 

parked on the cement and while the =^ 

driver was still with it. there were no ************************** 

lights. Richards, not seeing this In ^^''' Follows Hall, Antioch, 111. 

Mlibur Madson vi.sited relatives in 'popularly supporiod. At the end ufjtinie to avoid It. crashe<i into it. Sunday morning service 11 a. ra. 

Kenosha Thursday and Friday. I September this lit:t incluiied 2.C?:i,r)4;l Srhlax. who was following him close- \VedneHday evening service S p. m. 

Mr. and Mrs. A. Kapplo gave a faro- '(.3m,,_ tij^^ limited olllclal forces en- j ly. swung aside and collided with a Subject Sunday: "Ancient and Mod- 
well party for the Fowler family who mtpi.,i ia this work are making stren-Itruck that was approacliing from the *^'"^ Nercomaney, alias Mesmerism 
are moving to their new home in ,jnus efrort.-i to comply with the in- lopPDsito direction. and Hypnotism, denounced." 



Wankecan. 

11. Stratton was a business caller I i„i;. 
at Mellbnurne Saturday. 



creasing demand for tuberculin te.'it- 



WANTFD AT ONCK— About 40 de- 
linquent Royal Neighbors to call and 
pay dues. Mabel Cribb, Recorder 
Camp No. 4*10 Lske Villa, III. adv 



The boys received some bad cuts 



NAMED 



She: "What would you call a man 
who hid bebiud a woman's skirts?" 
He: "A magician." 



► ♦♦♦ » -♦-+-♦-♦■♦-♦-♦■1 



and bruises and the Schlax .sedan and ^^^ VALUE IN SEED CLEANING 

the Richards coupe wore badly dam- ''"^"^'^ ^*'^' tl»orough cleaning of 

aged. s*-**^** ">'iy be of advantage in nddi- 

Mr. and Mrs. Julius Krahn and I'"" !" *'" l'"'"*^ '" ^""^^""»"^' ^^'■'•">» 

.daughter Oeuevieve spent Snndav at ""■'* "7" " '"^l " .'*-'^*'"^ investiga- 

theWm.Redlin home at Twin Lake...]''""" »^>' the United StatOH Depart- 

,, „, , „ nient of v\grIcnUure. While studying 

Mrs Elvira Brown underwent an i„ h„,„^ „f ,„, ^,fj„f,, „„,, ^^^^.^^ ^^^ 

operation for appendicitis at the Ken- 
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We have a full line of Manifold 
and Exhaust HEATERS 



IMPERIAL PRIMER 

STARTS A COOL MOTOR INSTANTLY 

For ALL Cars, Trucks, Tractors, Etc. 

Doubles Life of Your Battery 

Your storage battery possesses only about 50 percent of Ita normal 
efficiency during cold weather. Grinding away In a useless en- 
deavor to start a cold motor will soon ruin the battery. The In- 
stant starting made possible by the Imperial Primer will add 
months to Its life. This feature alone is worth many times the 
price of the outfit. 

Saves Wear on Your Motor Bearings 

It does away with use of choi<er and thus prevents excess gaso- 
line which is drawn Into cylinders from running down Into crani< 
case and diluting the lubricating oil and In this way saves bearings 
and cylinders from excessive wear due to thin oil and consequent 
heavy repair bills. 

Easily and Quickly Installed 

Standard Outfit only $4.75 

Ford Outfit only $4.00 

Sold by 



IN GARAGE 



Phone 17 >vhon you want «ervice 



osha' htwpital on Monday of last 
weok. Hor .siHtor, Mrs. Liinco Bnfton 



Kions of tht' N'orthWGHt certain ateni ! 
di.seaHc.H of lliusu crops caused hy \ 
, , „ „ . . , nwnuH. orfiimlsniH doing groat duni- 1 

I of Unrlington. attended hur. and to-- to many farm and garden cro,)H. 

Tfac o nv''"" " "" »">I"-"^''"K «»t. it ,,..,, f„„„,i t„,^t ^„,„^ „f j,^^ ^^^(^^^^^1 

ll'iira.sltes adhere to the .seedH, and in | 
Mr. and Mrs. Ilngh Mooney of that way may he introduced into new 
nighmn apent Sunday at the Carl iieldH or Into other parta of the coun- 
try. 



Richards home. 

Orville IliBgtt returned recently 
from Northern WisconHln. He had an 
attack of tonKllitia and wan under the 
doctor's care while mi hiK trip. 

Mr.s. B. T. Manning and Mias Lulu 
rtoot drove to Kenoaha Saturday af- 
ternoon and on thulr relurn were ac- 

■ companiod hy Mrs. Wm. Mohn, who 
', haa been at the Kenoalia hospital for 

some time. 

The Liberty Corncra I'. T. A. held 
a very enjoyable meeting at tho 
school house laat Wednesday evenlUB. 
Community singing was led hy MIsa 
Olive Hope; a talk on "Parental at- 
'.'. titude toward teacher and pupil" was 
given hy Prof. Trenary of Kenosha; 
'"Educational CondlllonH", hy Loula 
I Morin. A aoclal hour was enjoyed by 
members and a number of invited 
' guests. 

I Meredith Warburton of Milwaukee 
' spent the week end with his grand- 
' parenta, Mr. and Mra. Joa. Hartnell. 

■ Mr. and Mrs. wmery fcJchonacheck 
I i and children of Channel Lake called 

" at the parental homo on Wednesdas. 
Mllward BlosH and Norman Ulch- 
(irda accompanied other memhers rf 
tho Wllmot High achool haaketbill 
team to Waucondn, 111., Friday cve- 

'.', ning. ' 




FARMERS OBJECT TO CONSOL- 
IDATED SCHOOLS IN STATE 
A majority of Illinois farmers look 
with disfavor upon consolidated 
] '. schools, if answers to queatlonairea 
;; Hcnt to farm Inirenu members by tho 
■■Illinois AKricultural association can 
he taken as an average. Throe- 
fourths of the farmera who replied to 
' the lO.OUO nufiHtlon»lrea wore opposed 
. . to conaolldated schools. 

The objectors to consolidated 

"'schools voiced their reasons aa fol- 

'lows; bad roads, other school system 

satisfactory, distance from home too 

"great, too expensive to maintain, too 

' ■ , hard to got children to school, taxes 

highor, disadvantages to farmers, Im- 

;; j practical, building not located right 

land ton hard on little folks. 

The school survey was made by the 
;; I educational committee of the Illinois 
' ' Agricultural asaoclation in co-opora- 
< Ulan ivlth tho lllInolH Educational 
commission which was created last 
winter hy the state legislature. 



It was learned that the first clean- 
ing did not nimove the Infection and 
that reeleanlng could not be depend- 
ed upon to rejuovo the danger. How* 
ever, when seed of these crops was 
recleaned a second lime, making 
thrue cleanings in all, practically all 
the organism.s weru scoured off. 

Or. N. A. Cobb. In charge of the 
noma Invealigatlona being carried on 
by the department, thinks these re- 
sults are an indication that great 
thoroughneHs in cleaning seed may 
bring large returns In reducing the 
extent of various plant dlaoases. It 
is evident. In the light of these re- 
sults, that from now on farmera j 
should conBldor the cleaning of seed I 
as having a greater value than the j 
mere removal of weed seeds and 
those of low viability. 



TRY A NEWS WANT AD 



MEXICAN BEAN BEETLE 

REACHES PENNSYLVANIA 

Continuing its siiread, long pr.^- 
pheaeid by the liureaii of Rntoeioh-gy 
of the United Slatea Department of 
Agriculture, the Mexican bean beetle 
by August 25, had extended \U rangt- 
eastward in Virginia to Craig and 
Carroll counties, being now nearly 
half way across the state. In West 
Virginia It had advanced from ti'e 
southwestern border of the state er.at- 
ward to Marshall, Tyler, and Wetzel 
couuliea, covering about three-qu.'.rt- 
ers of the atnte. in Indiana It Is only 
found along the southeastern border 
of the state In Floyd, Clark and Jef- 
ferson countlus. In Kentucky It ex- 
tends over practically the entire eas- 
tern two thirds of the state. In Ohio 
about the southern throe-nuarterfi of 
the slate Is Infested, infestations 
ranging as far west as the southwcs- 
tern corner of the state In Ilutler and 
Hamilton counties, and northward to 
Hancock, Wayne and Tuscarawas 
counties. It has Just Invaded aouth- 
western Pennsylvania, being found in 
Washington and Green counties. In 
Wyoming the pest has extended Its 
range 30 miles north of last year's In- 
festation. 

The seriouHnesB of this pest has 
been frequently described and there 
aeema but little that can bo dono to 
control Its rapidly Increasing range. 
Tho department rocommonds magnos. 
ium araenato aproy or dust an tho 
most promlfllng control mcmsure, but 
adviaos plowing under hoATlly Infeot- 
od fields as Boon as the crop 1r oir. 
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ANTIOCH'S LEADING PICTURE. PALACE 

Saturday, November 29 
POLA NEGRI in 




Pola Negri in a love story of the Latin Quarter of 
Paris sixty yeai^ ago, a place of color and ro- 
mance; a vivid stage for joyous comedy or sordid 
tragedy, produced by the man who made her fa- 
mous in *a=*assion;' Ernest Lubitsch! 
Pola is the old Pola when she acts for Lubitsch. 
She is a marvelous creature of fire and passion. As 
Yvette, seductive, alluring darling of the Latin 
Quarter, a care-free grisette, to whom each day is 
a tilt with fortune, she holds you on the edge of 
your seat in the cafe dancing scenes. 
Montma^^e is the playgi'ound of Paris, the gath- 
ering place of fashion and beauty, and the sinis- 
ter Apache. Vivid, colorful, living, vital, "Mont- 
martre" causes a sensation wherever played. 



Sunday, November 30 
BETTY COMPSON in 




A girl of the present day in revolt— adventurous, 
eager and unafraid; without home-ties; Muth a 
passion to explore but not to experience, and a 
curiosity fed by the zest of life. She meets them 
all, the men of New York, the mediocre, the inter- 
esting, the powerful, the hunters, the brutes and 
those who seek only an amused mental relaxation. 
She attracts them by hook or crook, in defiance of 
conventions, compelling their attention in ways 
that at the start hopelessly mystify them and lead 
to misundei-standings. Then she calmly sets them 
right and forgives them. 



■■«-♦■♦-♦- 



Wednesday, December 3 

Conway Tearle, Lon Chaney, Doro- 
thy Mackaill, Ricardo Cortez, Louise 

Dresser in 





c 



orner 



3f 



Conway Tearle, Lon Chaney, Dorothy Mackaill, 
Kicardo Cortez, Louise Dresser— do they mean 
anything in any picture? "Tlife Next Comer" is 
known to hundreds of thousands of people thro 
Its publication in a woman's magazine as a serial 
and iLs success as a novel and its production on 
the Broadway stage as a legitimate play. It's the 
stoiy of a flyer in forbidden love by a young mar- 
ned woman. And it's censor-proof. The romantic 
settings are Paris, the mountains of Spain and 
bouth America. The characters are American and 
Spanish. It's a production of amazing contrasts. 



GOOD COMEDY EACH DAY 



• ■ . - it- •••• ■ 



:■'■:■■'-/ 
■ - -•■ if 




